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Objectives 

Degreasing  and  removal  of  paint  from  metal  parts  are  processes  performed  at  several  Army 
depots  across  the  country  as  part  of  vehicle  and  equipment  rebuilding  operations.  These 
processes  generate  many  tons  of  hazardous  waste  and  release  some  hazardous  materials  into 
the  workplace  because  most  of  them  incorporate  toxic  chlorinated  solvents  or  caustic  soda. 
These  substances  also  produce  sludges  that  are  classified  as  hazardous  waste. 

U.S.  Army  Depot  Support  Cotmand  (DESCOM),  as  part  of  its  hazardous  waste  minimization 
program,  has  established  as  a  goal  the  elimination  of  hazardous  waste  generation  from 
paint  stripping  operations.  Through  specific  research  and  development  projects,  the 
U.S.  Army's  Toxic  and  Hazardous  Materials  Agency  (USATHAMA)  assists  Army  Depots  in 
developing  and  evaluating  methods  for  minimizing  the  quantities  of  hazardous  wastes 
that  they  generate.  (CONTINUED) 
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1.0 


Introduction 


Through  specific  research  and  development  projects,  the  U.S.  Army's  Toxic  and 
Hazardous  Materials  Agency  (USATHAMA)  assists  Army  Depots  in  developing  and 
evaluating  methods  for  minimizing  the  quantities  of  hazardous  wastes  that  they  generate. 
In  Task  No.  0007  of  Contract  No.  DAAA15-88-D-0001,  USATHAMA  requested  that  IT 
Environmental  Programs,  Inc.,  conduct  an  engineering,  operability,  and  economic 
feasibility  study  of  one  such  method,  the  fluid  bed  paint  removal  process  (FBPS),  at 
Letterkenny  Army  Depot  (LEAD). 

Degreasing  air'  removal  of  paint  from  metal  parts  are  processes  performed  at  several 
Army  depots  across  the  country  as  part  of  vehicle  and  equipment  rebuilding  operations. 
These  processes  generate  many  tons  of  hazardous  waste  and  release  some  hazardous 
materials  into  the  workplace  because  most  of  them  incorporate  toxic  chlorinated  solvents 
or  caustic  soda.  These  substances  also  produce  sludges  that  are  classified  as  hazardous 
waste. 

U.S.  Army  Depot  Support  command  (DESCOM),  as  part  of  its  hazardous  waste 
minimization  program,  nas  established  as  a  goal  the  elimination  of  hazardous  waste 
generation  from  punt  stripping  operations.  A  process  that  uses  a  heated,  fluidized  bed  of 
alumina  to  remove  paint,  grease  and  other  organics  was  considered  as  being  potentially 
useful  in  achieving  this  objective.  Two  units  were  installed  at  Army  Depots:  A  24-inch 
diameter  unit  at  LEAD  ana  a  larger  48-inch  diameter  unit  at  the  Red  River  Army  Depot 
(RRAD). 

Since  this  paint  stripping  process  is  a  pyrolysis  procedure  that  uses  no  toxic  agents,  it 
was  perceived  as  having  good  potential  for  reducing  hazardous  waste.  Both  of  the  test 
programs  required  that  LEAD  and  RRAD  personnel  determine  the  type  and  quantities  of 
parts  that  could  be  depainted  in  the  units  by  pyrolizing  the  coatings  in  the  hot  fluidized 
bed,  and  also  determine  the  extent  and  nature  of  toxic  materials  emitted  from  the 
processes  (PEI  Associates,  1990). 

In  the  RRAD  study,  it  was  found  that  aluminum  pans  could  not  be  stripped  above  the 
650*F  required  by  the  FBPS,  as  this  condition  caused  the  metal  to  lose  its  desired  temper 
(Spessard,  1990).  Combined  preliminary  data  from  both  studies  concluded  that  for 
LEAD  purposes,  the  fluidized  bed  paint  stnpper  could  only  replace  the  caustic  stripping 
of  paints  from  non-aluminum  alloys  but  not  the  solvent  stripping  of  aluminum  pans. 
This  conclusion  was  reached  because  it  was  deemed  impractical  to  incorporate  a  heat 
treatment  step  in  the  LEAD  paint  removal  operations  to  restore  the  temper  to  aluminum 
pans.  Therefore,  the  test  program  at  LEAD  was  modified  to  conduct  operability,  cost 
and  environmental  impact  comparison  of  the  operation  of  the  FBPS  in  comparison  only 
to  other  stripping  methods  for  steel  parts  (Mraz,  1990).  (See  May  1991  Test  Plan, 
Appendix  A). 

Two  alternative  depainting  processes  are  considered  in  depth  in  this  repon: 

-  Fluidized  Bed  Paint  Stripping;  and 

-  Caustic  Soda  Stripping  Process. 

The  Caustic  Soda  (CS)  Stripping  Process  has  been  in  use  at  LEAD  for  several  years, 
while  the  FBPS  was  installed  in  January,  1991  as  a  demonstration  unit.  The  molten  salt 
bath  (MSB),  which  is  given  a  very  preliminary  evaluation  in  this  report,  is  a  commercial 
process  used  in  industry,  but  it  is  not  presently  used  in  the  Army's  Depots. 
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2.0  Process  Studies 


2.1  Fluidized  Bed  Paint  Stripper 

2.1.1  Process  Description 

The  FBPS  removes  paint  or  other  organic  coatings  by  heating  the  pan  at  an  elevated 
temperature  above  650*F  to  cause  pyrolysis  and  decomposition  of  the  organic  portion  of 
the  paint.  A  granular  material,  alumina  in  most  cases,  is  fluidized  by  blowing  air  or 
another  gas  through  the  granules.  The  media,  which  are  convened  to  a  fluid  by  the  action 
of  the  gas,  efficiently  transfer  heat  to  objects  with  irregular  shapes  that  are  held  below  the 
surface  of  the  turbulent  fluid.  The  thermal  decomposition  of  the  paint  produces  gases  and 
leaves  some  carbon-inorganic  char  on  the  pan.  Much  of  this  char  may  be  removed  in  the 
fluidized  bed,  but  most  pans  require  funner  cleaning  before  they  can  be  repainted.  A 
shot-blast  cabinet  has  been  installed  at  Letterkenny,  as  pan  of  the  FBPS,  to  complete  the 
cleaning  step. 

The  FBPS  uses  a  three-step  process  that  is  designed  to  remove  paints  and  other  coatings, 
including  their  organic  ana  inorganic  constituents,  from  heat  resistant  pans.  The  FBPS  at 
Letterkenny  has  been  designed  and  installed  by  Procedvne  corporation,  New 
Brunswick,  New  Jersey.  Procedyne's  specification  (Duffy,  1989)  and  manuals 
(Procedvne  1979,  1990a,  1990b,  and  1990c)  were  used  as  source  material  for  this 
description.  The  FBPS  consists  of  the  following  four  major  components:  1)  Fluidized- 
Bed  Furnace  or  Reton,  2)  Fluidized-Bed  Cooling  System,  3)  Off-Gas  Afterburner,  and 
4)  Low-Energy  Shot-Blast  Unit.  As  shown  in  Figure  1,  a  vented  cabinet  forms  a  single 
enclosure  above  both  fluidized  bed  units.  The  cabinet  is  also  equipped  with  motor- 
controlled  double  doors  (each,  approximately  2  by  6  feet)  at  one  end  and  a  small, 
transparent  sliding  pon  at  each  fluidized  bed,  The  cabinet  serves  to  contain  any  exhaust 
gases,  smoke,  or  expelled  media,  and  an  exhaust  blower  expels  such  materials  through  a 
collection  and  treatment  system  (Figures  2  and  3).  A  single  track  and  hoist  system  is 
used  to  transfer  the  stainless-steel  work  baskets  into  the  unit,  between  the  two  fluidized 
units,  and  out  to  the  low-energy  shot-blast  unit.  The  chain  that  hooks  to  the  basket 
traverses  a  slot  in  the  cabinet  top.  The  slot  is  closed  with  rubber  vanes  to  seal  the  vent 
cabinet. 

Before  depainting,  the  furnace  electric  heaters  must  be  used,  with  fluidizing  air,  to  bring 
the  bed  to  an  operating  temperature  of  700-850‘F,  This  heat-up  step  requires 
approximately  four  hours.  To  begin  the  process,  parts  are  loaded  in  the  stainless-steel 
work  basket,  and  the  basket,  attached  below  the  furnace  cover,  is  hooked  to  the  hoist  and 
transferred  into  the  cabinet.  After  closing  the  cabinet  doors  the  basket  is  lowered  into  the 
hot  fluidized  bed.  The  coatings  begin  to  decompose  as  the  fluidized  media  transfer  the 
furnace's  heat  to  the  parts.  The  furnace  cover  prevents  the  release  of  decomposition 

![ases  into  the  cabinet,  and  causes  them  to  be  expelled  through  the  furnace  duct  that  is 
ocated  on  the  side  at  the  top  of  the  retort  (Figure  4).  Both  the  retort  duct  and  the  cabinet 
vent  duct  are  connected  to  a  cyclone  that  separates  media  and  other  larger  particles  from 
the  gases  (Figure  1).  The  blower  attached  to  the  afterburner  pulls  the  pyrolysis  gases 
through  the  cyclone,  into  the  afterburner  and  out  the  exhaust  stack.  During  the  pyrolysis 
a  small  flow  of  water  is  introduced  into  the  retort.  This  water  vaporizes  in  the  furnace  to 
prevent  the  formation  of  an  explosive  mixture.  The  stainless  steel  work  basket  remains  in 
the  fluidizer  furnace  from  1.0  to  2.0  hours  depending  on  the  number  of  parts  and  the  type 
of  coadngs  applied. 

In  a  normal  load  of  parts  there  will  be  an  inadequate  concentration  of  oxygen  in  the 
fluidizing  air  to  allow  complete  combustion  of  the  paint  constituents,  plastic  coatings,  or 
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Figure  1  Fluidized  Bed  Mat  Stripper 
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Figure  4  FBPS  Aft 


rubber.  Therefore,  carbon  monoxide  and  unbumed  hydrocarbons  are  generated  during 
pyrolysis.  These  volatile  organic  constituents  (VOCs)  are  combustible  and  are  burned  in 
the  afterburner.  The  afterburner  consists  of  a  ceramic-lined  fire-chamber,  a  propane- 
fueled  burner,  two  blowers,  and  a  water-fed  cooling  tower  (Figure  4).  A  3-horsepower, 
200  cubic  feet  per  minute  (CFM)  blower  provides  air  to  the  burner  while  a  5-horsepower, 
350  CFM  blower  exhausts  the  gases  from  the  unit.  The  21 -inch  diameter  fire  chamber  is 
nearly  nine  feet  long,  and  the  attached  cooling  tower  extends  4,7  feet  above  the  chamber 
(Figure  4).  A  thermocouple  above  the  outlet  of  the  fire  chamber  (FCT)  and  one  before 
the  exhaust  blower  (EBT)  measures  the  temperatures  in  the  unit.  Wh-  :  operating 
properly,  the  afterburner  reaches  1 400- 1 600*F  with  an  exhaust  temperatur-  ilow  1 50*F 
(Ptocedyne,  1990c).  The  gases  from  the  afterburner  are  cooled  in  a  w&.jr  spray,  or 
quench,  prior  to  release  to  the  atmosphere.  The  quench  is  required  to  prevent  the  hot 
gases  from  damaging  the  exhaust  blower.  This  water  spray  may  also  scrub  some 
particles  or  gases  from  the  exhaust  stream. 

Because  of  the  high  temperatures  reached  in  the  afterburner  and  the  introduction  of 
flammable  materials  into  the  system,  Procedyne,  the  system  manufacturer,  provides 
detailed  precautions  to  be  taken  if  upsets  occur  in  the  afterburner  system  (Procedyne, 
1990c).  The  primary  control  uses  tne  afterburner  temperature;  if  the  FCT  indicates  a 
temperature  above  2,000'F  the  signal  automatically  shuts  off  the  fluidizer  air  to  the 
furnace.  This  action  reduces  the  rate  of  coating  decomposition;  this  decomposition 
generates  flammable  gases  that  cause  the  excessive  neat  generation,  Excessive 
temperatures  in  the  afterburner  will  damage  the  ceramic  liner  ana  the  shell.  According  to 
the  Procedyne's  manual,  in  such  a  situation  the  operator  must : 

Not  turn  the  afterburner  off 

Not  lift  cover 

Not  shut  down  furnace 

Not  shut  down  off-gas  dilution  system 

Not  shut  down  blower. 

These  actions  will  allow  the  afterburner-exhaust  system  to  safely  conduct  the  smoke  from 
the  pyrolysis  out  of  the  building.  Apparently  the  pyrolysis  is  continued  in  a  static  bed 
until  the  afterburner  temperature  is  reduced  to  1600*F;  the  manufacturer's  manual  does 
not  clearly  explain  how  this  occurs.  If  either  the  afterburner  flame  or  the  blower  were 
turned  off,  unbumed  pyrolysis  products  may  accumulate  in  the  system  to  possibly  form 
an  explosive  mixture.  Since  the  excessive  temperature  condition  is  caused  by  too  much 
organic  material  (polymers  in  the  coatings)  on  tne  parts  being  stripped,  subsequent  loads 
in  the  system  must  be  decreased.  In  the  unlikely  event  that  the  flame  is  extinguished 
during  pyrolysis,  the  pyrolysis  should  be  continued  with  no  flame,  but  with  the  exhaust 
blower  on.  This  will  conduct  unbumed  gases  out  of  the  building  to  prevent  accumulation 
of  an  explosive  mixture. 

After  successful  pyrolization,  the  work  basket  is  transferred  to  the  fluidized  cooling  bed. 
The  cooling  bed  is  a  48-inch  deep,  larger  diameter  (38-inch),  cylindrical  chamber  also 
filled  with  alumina  granules  and  fitted  with  water-cooled  plate  coils.  This  carbon-steel 
chamber  is  fitted  on  the  bottom  with  a  stainless- steel  air-diffusion  plate,  and  its  top  is 
open  to  the  vented  cabinet.  The  bed  is  cooled  by  process  water  that  flows  counter- 
currently  through  the  coils  and  ambient  air  which  fluidizes  the  bed  particles.  The  work 
basket  remains  in  the  cooling  bed  for  a  period  of  15  to  60  minutes  or  until  the  required 
temperature  of  140*F  is  reached.  According  to  the  manufacturer,  this  cooling  procedure 
significantly  reduces  the  tendency  for  steel  parts  to  oxidize  and  it  speeds  up  the  operating 
cycle  (Procedyne,  1979). 

Once  cooled,  the  operator  uses  the  hoist  to  raise  the  basket  from  the  bed,  opens  the 
sliding  port  in  the  cabinet  and  uses  an  air  nozzle  to  blow  particles  from  the  treated  parts. 
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This  step  minimizes  the  loss  of  alumina  from  the  unit;  most  of  the  particles  blown  off  will 
return  to  the  cooling  bed.  The  cabinet  doors  are  then  opened,  and  the  operator  moves  the 
basket  to  a  holding  stand.  The  bolt  holding  the  basket  to  the  retort  cover  must  be 
removed,  the  cover  must  be  set  aside,  and  the  basket  may  then  be  hooked  to  the  work 
conveyor  on  the  shot  blast  unit.  The  operator  then  pushes  the  conveyor  on  its  monorail 
track  into  the  blast  cabinet  or  to  a  holding  position.  Because  of  the  various  steps  to 
remove  bolts,  to  hook  and  unhook  the  cover  and  basket,  this  part  of  the  process  is 
clumsy.  Operation  of  the  shot  blast  unit  for  30  minutes  should  remove  the  inorganic 
coatings  and  char  to  prepare  the  parts  for  repainting.  This  unit  is  equipped  with 
particulate  filters  to  remove  airborne  contaminants  to  meet  EPA  compliance. 

Table  1  summarizes  the  operation  parameters,  and  Figure  1  is  a  process  flowchart  that  not 
only  identifies  the  mqjor  process  components  but  also  the  utilities  required  to  operate  this 
complete  system  and  the  waste  streams  generated.  Figures  2,  3  and  4  show  additional 
details  of  the  system. 


2.1.2  Operability  Tests  and  Results 

To  operate  the  FBPS  on  a  continuous  basis,  the  optimum  operating  parameters  and 

E reduction  limits  are  required  to  provide  data  from  which  to  calculate  cycle  times,  loading 
mitations,  and  ultimately,  the  economics  of  operation.  To  develop  the  necessary 
effluent  calculations  for  determining  environmental  impact,  the  feed  rates  of  air  and 
water,  and  quantity  of  bed  media  lost  must  also  be  measured.  Any  conditions  that  are 
unsafe  or  that  would  cause  interruptions  to  the  operation  also  must  be  identified.  To 
obtain  these  data,  the  FBPS  was  operated  on  three  occasions  as  described  in  Table  2. 

January  Operability  Tests 

During  the  acceptance  test  in  January,  the  operation  of  the  unit  was  demonstrated  by 
representatives  of  the  FBPS's  manufacturer  using  assorted  parts  provided  by  LEAD. 
The  objective  of  this  run  was  to  balance  the  system  under  load  and  establish  equilibrium 
conditions  acceptable  to  LEAD. 

A  basket  of  assorted  parts  was  introduced  into  the  FBPS  at  a  temperature  of 
approximately  750*F.  Fluidizing  air  was  maintained  at  approximately  400  SCFH.  The 
afterburner  temperature  controller  was  set  at  1400'F.  Almost  immediately,  smoke  began 
escaping  from  the  FBPS  cabinet. 

To  maintain  a  vacuum  on  the  cabinet  and  minimize  smoke  release  to  the  building,  MP 
began  reducing  afterburner  combustion  air.  Combustion  air  was  reduced  to  the  point  of 
incomplete  afterburner  combustion  as  evidenced  by  the  gray  colored  smoke  in  the  FBPS 
exhaust  but  heavy  smoke  continued  to  be  emitted  from  the  FBPS  cabinet. 

The  manufacturer's  representative  continued  to  adjust  afterburner  combustion  air  for  the 
remainder  of  the  runs.  During  the  practice  runs,  paint  and  organics  were  effectively 
stripped  from  the  pans  based  on  visual  observation.  However,  only  a  major 
readjustment  of  the  fuel-air  ratio  mechanical  linkage  appeared  to  achieve  acceptable 
equilibrium  conditions  without  excessive  smoking  from  the  FBPS  cabinet. 

Smoke  emissions  continued  to  be  a  problem  in  future  runs.  It  was  concluded  that  the 
range  of  acceptable  equilibrium  operating  conditions  for  the  FBPS,  as  designed,  is 
extremely  narrow.  As  confirmed  in  subsequent  test  runs  of  the  FBPS,  any  slight 
variation  in  operating  conditions  (e.g.,  fluidizing  air  to  the  cooling  bed  during  stripping) 
will  upset  the  sensitive  smoke  balance. 
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Table  1 

FBPS  Operation  Parameters 


Component 

dycle  Time 

Temperature 

Tssa - 

Fluidized  Bed 
Furnace 

1.0  - 15  hours 

7M-85CFF 

ibo  lbs.  of 
parts/cycle 

Fluidized  Bed 

Cooler 

0.25  •  1.0  hours 

Ambient 

500  lbs.  of 
parts/cycle 

Afterburner  Unit 

0.75  •  1.0  hours 

1400-  1600*F 

15  lbs.  of  paint 
organics/hr. 

Low-Energy  Shot 
Blast  Unit 

0.25  -0.5  hours 

Ambient 

500  lbs.  of 
parts/cycle 
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In  February,  operability  tests  of  the  FBPS  to  obtain  additional  data  were  performed. 
Two  tests  were  run.  In  the  first  of  these  tests,  a  basket  of  parts  with  a  high  loading  of 
rubber  and  paint  coatings  was  stripped  with  a  fluid  bed  temperature  of  750*F  for  one 
hour.  The  fluid  bed  was  operated  with  a  high  rate  of  air  flow  (800  SCFH)  as  read  on  the 
rotameter. 

Under  these  conditions  a  large  amount  of  visible  smoke  was  formed  shortly  after  the 
parts  were  lowered  into  the  fluidized  bed,  and  much  of  the  smoke  escaped  from  the 
FBPS  cabinet.  Adjustments  were  made  on  the  afterburner  exhaust  system,  as  the 
afterburner  temperature  approached  2000'F.  Although  the  fluidizer  air  was  reduced  to 
approximately  400  SCFH,  smoke  continued  to  escape  from  the  vent  cabinet,  and  the 
exhaust  from  the  FBPS  exiting  the  building  became  gray  in  color.  It  was  necessary  to 
open  the  windows  and  the  vehicle  door  of  the  building  to  clear  the  smoke  from  the  area. 

After  an  hour,  the  afterburner  temperature  decreased,  and  the  smoke  escaping  from  the 
cabinet  moderated,  Finally,  after  approximately  two  hours,  the  pyrolysis  was  complete 
and  the  basket  was  transferred  to  the  quench  bath. 


Substantially  all  of  the  paint  and  rubber  coatings  had  been  removed  from  the  parts,  but 
the  plating  on  certain  parts  had  formed  small  beads  on  the  surface.  Apparently  the  metal 
in  the  plating  had  melted  at  the  bath  temperature,  and  the  surface  tension  had  caused  the 
liquid  to  form  globules.  The  type  of  plating  was  not  identified,  but,  as  shown  in  Table  3, 
cadmium  and  zinc  could  possibly  have  melted  at  these  bed  temperatures  and  replated  on 
the  surface. 

After  thd  completion  of  this  test  run  the  equipment  was  checked.  Upon  opening  the 
cyclone Jpot*  the  cyclone,  and  the  retort  exhaust  duct  were  found  to  be  filled  with  the  bed 
media  (Figure  2).  It  was  concluded  that  these  media  had  built  up,  during  the  earlier  test 
runs  in  January,  and  prevented  the  release  of  the  pyrolysis  gas  through  the  retort  duct. 
Therefore,  much  of  the  gas  escaped  from  the  vent  cabinet  rather  than  vent  through  the 
afterburner  and  stack  system. 

A  second  test  run  was  made  on  February  14, 1991,  once  the  afterburner  temperature  had 
dropped  to  1500'F.  In  this  run,  a  basket  of  several  painted  parts,  and  just  a  few  rubber 
coated  parts,  were  depainted  at  approximately  800*F.  In  this  test  with  a  clean  cyclone  pot 
and  exhaust  duct,  the  afterburner  temperature  remained  in  the  range  of  1500*F  to  1700’F, 
and  very  little  smoke  escaped  from  the  cabinet.  The  exhaust  from  the  building  stack  was 
almost  colorless. 

April  Opemhilitv  Test 

Although  the  primary  puipose  of  the  tests  on  April  4, 1991  was  to  sample  and  analyze  the 
effluent  streams  for  the  purpose  of  defining  the  mass  balance  of  the  toxic  heavy  metal 
compounds  entering  and  leaving  the  unit  (see  Sec.  2.1.3,  below  and  Appendix  A), 
additional  operating  experience  was  also  obtained. 

To  identify  known  quantities  of  metal  compounds  in  these  tests,  specially  prepared, 
painted  metal  test  panels  were  used.  Because  of  the  earlier  operating  experience,  a 
preliminary  start-up  test  of  the  system  using  ordinary  military  parts,  plus  one  rubber- 
coated  part,  was  performed  to  ensure  that  the  unit  would  operate  properly.  No  problems 
were  encountered  during  this  start-up  run  (Appendix  A,  Data  Sheet,  FBPS  Start-Up, 
Section  D-l,p.  7) 
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Table  3 

Physical  Properties  of  Substances  In  These  Tests8 


bfl  nr:;n 

ISSI2B 

Efl 

■■Hnk MM 

Aluminum 

min 

IN— 

<10*0 

- 

3.970 

K^JH 

cm 

- 

■•nsrmnrr^n  n 

Tm  -l 

[•HiJHi 

U&JHI 

T3S 

S.32 

kfiiiflH 

tUH 

A 

O 

e 

oc 

m 

iii . nrffim 

im 

KICJH 

EKE9EM 

2  X  10^ 

k 

UUJHI 

• 

<10"13 

■ 

1  1  in  i1  ii^— — wm 

7714 

klifli 

|vii^bh 

Test  paint  components: 

miTTnT  — — 

LSUH1 

IHIM 

LLLm 

■ 

- 

T2 

dec. 

■ 

■ 

- 

8Weast,  1980. 

^Bulk  density  of  150  mesh  alumina:  1.67  g/cm^  (Wellborn,  1991). 
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The  afterburner  temperature  increased  from  ambient  to  1300'F  within  fifteen  minutes 
after  being  ignited,  and  this  temperature  reached  only  1405‘F  during  the  test  run.  Only  a 
trace  of  smoke  appeared  at  the  top  of  the  vent  cabinet,  and  no  visible  smoke  appeared  in 
the  exhaust  from  the  building,  At  the  end  of  the  test,  the  parts  appeared  to  be  adequately 
depainted. 

The  three  runs  to  study  the  mass  balance  also  achieved  acceptable  equilibrium  conditions 
while  successfully  stopping  the  paint  from  the  panels,  The  afterburner  remained  below 
1440'F,  the  exhaust  temperature  was  easily  maintained  below  170*F,  and  no  smoke 
escaped  from  the  vent  cabinet  or  from  the  building  exhaust . 

The  batches  of  metal  panels  were  weighed  before  painting,  after  painting,  and  after 
depainting.  The  results  of  depainting,  shown  in  Table  4,  indicated  that  88  to  102  percent 
of  the  paint  was  removed  in  these  tests.  The  values  over  100  percent  may  indicate  that 
small  pieces  of  the  panels  may  have  been  lost  during  the  process.  The  panels  from  the 
first  run,  which  were  treated  in  the  shot-blast  cabinet,  had  a  granular  gray  appearance.  In 
the  other  two  runs,  traces  of  solid,  that  could  be  easily  removed  remained  on  the  panels. 
On  those  panels  from  run.  2  (pyrolized  at  725  to  7o7'F)  the  solids  were  nearly  black 
while  the  solids  on  the  panels  from  run  3  (pyrolized  at  785  to  809*F)  were  a  dirty  yellow. 
Since  a  yellow  paint  was  used  in  these  tests,  the  yellow  solid  may  be  the  pigment  that 
remained  after  the  organics  were  removed.  The  result  at  the  higher  temperature  suggests 
that  the  decomposition  is  too  rapid  and  leaves  mainly  pigment,  rather  than  char,  that 
adheres  to  the  metal. 


2.1.3  Effluent  Test  and  Results 

The  waste  streams  generated  by  the  FBPS  were  expected  to  be  minimal  because  no 
hazardous  solvents  or  chemicals  are  used  in  the  process;  however,  the  paint  used  on  older 
military  equipment  often  contains  lead  compounds  and/or  chromium  compounds  as 
pigments,  in  addition,  some  painted  parts  have  been  plated  with  cadmium  or  chromium. 
In  certain  processes  some  or  all  of  the  formulated  and/or  plated  metal  may  be  removed. 
These  metal  compounds  are  toxic  substances  that  are  regulated  by  the  U.S.  EPA  as 
hazardous  waste.  Therefore,  even  if  toxic  solvents  or  reactants  are  significantly  reduced 
in  any  process,  some  hazardous  waste  may  still  be  generated  upon  paint  removal. 
Nevertheless,  minimization  of  generated  hazardous  waste  was  expected.  The  releases  of 
toxicants  to  the  environment  were  expected  to  be  minor,  and  the  exposure  of  the  workers 
to  hazardous  reagents  reduced. 

To  Investigate  these  suppositions,  a  series  of  test  runs  was  made  in  the  FBPS.  In  these 
tests,  metal  panels  were  coated  with  measured  amounts  of  paint  to  be  depainted,  and 
analyses  of  the  effluents  from  the  process  were  obtained  (ITEP,  1991  and  ITAQS, 
1991a).  The  paint  used  was  a  yellow  alkyd  enamel  containing  lead  chromate  as  a 
pigment  (Appendix  B,  Table  1).  Although  present  military  specifications  prohibit  the  use 
of  lead  compounds  in  paint,  it  met  military  specifications  when  it  was  manufactured  in 
1988. 

Because  some  military  parts  depainted  are  cadmium  plated,  zinc  coated  (galvanized),  or 
coated  with  zinc  phosphate,  panels  were  introduced  into  the  FBPS  containing  measured 
quantities  of  these  metals,  For  cadmium,  steel  panels,  4  by  8  by  0.09  inches  were  plated 
with  cadmium  at  Red  River  Army  Depot.  The  plating  thicknesses  were  reported  to  be 
0.25, 0.5,  and  1.0  mils  on  particular  panels.  These  thicknesses  and  density  (see  Table  3) 
were  used  to  calculate  the  weight  of  cadmium  on  the  panels  introduced  into  the  FBPS. 
The  cadmium  amounted  to  9.0  grams  per  mil  per  panel  (see  Appendix  A,  Sec  D-l,  p.6). 
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Table  4 

Paint  Removal  Results 
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Zinc  phosphate  panels  were  prepared  at  LEAD,  but  they  were  found  to  contain  too  little 
zinc  to  be  easily  measured.  They  were  therefore  not  used  in  testing. 

Using  these  controlled  quantities  of  toxic  compounds,  the  fate  of  these  toxic  metals  in  the 
process  was  determined.  In  these  tests,  larger  quantities  of  the  toxic  paints  and  platings 
were  included  than  would  normally  be  involved  in  a  typical  batch  of  parts  to  provide 
easily  measured  amounts  of  these  metals. 

The  effluents  from  the  FBPS  include  the  water  used  to  quench  the  afterburner  gases. 
This  water  is  released  partially  as  heated  water  to  the  industrial  water  treatment  plant 
(IWTP)  and  partially  as  steam  up  the  stack.  The  water  used  to  cool  the  fluidized  cooling 
bed  is  discharged  directly  to  the  IWTP.  If  significant  quantities  of  heavy  metals,  such  as 
lead,  chromium,  cadmium  or  zinc,  are  present  in  this  water,  the  stream  may  not  be 
treatable  in  the  IWTP,  In  such  a  situation,  this  water  stream  will  have  to  be  separately 
treated  before  transferring  it  to  the  IWTP.  This  water  was  analyzed. 

The  fluidized  bed  particles  (alumina)  in  the  furnace  and  the  cooling  bed  are  carried  out 
into  the  cyclone  during  depainting  and  into  the  shop  area  when  a  basket  full  of  parts  are 
removed  from  the  unit.  Additionally,  Procedyne  advises  that  the  media  should  be 
replaced  once  every  two  years.  It  will  probably  be  necessary  to  dispose  of  the  media  as 
hazardous  waste.  Therefore,  analyses  for  heavy  metals  in  the  discarded  alumina  from 
each  of  these  tests  was  also  performed.  Spent  steel-shot  media  used  in  the  low-energy 
blast  cabinet  were  also  analyzed. 

The  U.S.  EPA  has  established  a  method  of  analysis  to  determine  if  a  waste  is  a 
categorical  hazardous  waste  and  subject  to  RCRA  regulations.  This  test,  the  Toxicity 
Characteristic  Leaching  Procedure  (TCLP),  requires  that  materials  that  are  solid  be 
extracted  with  20  times  their  weight  of  a  dilute  aqueous  solution  of  acetic  acid.  Aqueous 
liquids  are  analyzed  without  further  dilution.  If  the  metals  concentration  in  the  extract  in 
mg/L  exceeds  tne  regulatory  standards,  the  solid  or  liquid  is  a  toxic  characteristic  waste 
under  RCRA  regulations  and  is  thus  classified  as  hazardous.  To  determine  the  fate  of  the 
metals,  the  total  concentration  of  the  metals  in  the  media  was  also  determined  (Fed. 
Register,  1991a.) 

The  exhaust  gases  from  the  stack  may  contain  unbumed  hydrocarbons,  particulates,  and 
heavy  metals  and  were,  therefore,  sampled  and  analyzed  during  these  tests.  [See  the  IT 
Air  Quality  Services  Test  Plan  (ITAQS,  1991)  for  further  details.] 


2. 1.3.1  Description  of  Effluent  Test  Procedures 

The  steel  and  aluminum  test  panels  were  prepared  at  LEAD.  The  panels  were  cut  from 
metal  stock.  All  were  4  by  8  inches  by  approximately  0.025  inches  thick,  and  the  comers 
were  rounded  with  a  radius  of  1.25  inches  A  small  hole  was  cut  near  the  narrow  end  of 
each  panel.  The  panels  were  labelled  with  a  vibratory  stylus  in  groups  of  10;  i.e.,  the 
first  ten  were  labelled  "A",  the  next  ten,  "B",  etc.  The  batches  of  panels,  along  with  ten 
hooks  (steel  paper  clips),  were  then  weighed  to  a  precision  of  0.1  gram.  On  March  22, 
1991,  the  labels  were  covered  with  a  small  piece  of  masking  tape  and  a  thick  coating  of 
paint  was  applied  by  a  LEAD  operator  using  a  Depot  spray  booth  and  spraying 
equipment.  The  220  panels  were  partially  dried  in  the  shop  drying  oven.  After  the  paint 
had  dried  for  three  days,  the  masking  tape  was  removed  and  each  batch,  with  hooks,  was 
weighed  again.  Paint  loadings  varied  from  29  to  65  grams  per  batch  (Appendix  A,  Data 
Sheets,  Section  D-l,  pp.  1  and  2). 
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Steel  mesh  was  cut  into  a  square  approximately  3.5  feet  square.  The  mesh  was  bent  into 
a  rectangular  tube,  approximately  12  inches  on  a  side,  to  form  a  holder  on  which  the 
panels  could  be  attached.  The  test  panels  were  hooked  around  the  holder,  and  this 
apparatus  was  placed  in  the  basket  to  be  treated. 

The  air  monitoring  team  set-up  the  gas  sampling  equipment  on  April  3,  1991,  as 
described  in  their  test  plan  (ITAQS,  1991a),  and  the  tests  were  performed  on  April  4.  No 
gas  or  water  samples  were  taken  during  the  start-up  run  that  was  made  before  the  test 
panels  were  introduced,  Once  the  start-up  run  was  completed,  a  sample  of  the  fluidized 
bed  media  was  taken  from  the  furnace,  and  a  sample  or  stored,  unused  media  was  also 
taken. 

In  each  of  the  three  runs,  six  batches  of  ten  painted  panels  each  were  used,  and  in  both 
run  numbers  2  and  3,  six  cadmium  plated  panels  were  used.  The  cadmium  panels  were 
not  coated  with  paint.  Each  basket  of  panels  was  heated  in  the  fluidized  bed  for  one  hour; 
the  operating  conditions  are  summarized  in  Table  5,  and  the  complete  data  are  listed  in 
Appendix  A. 

Various  samples  were  taken  during  these  runs.  In  each  run,  the  exhaust  gases  were 
analyzed  continuously  for  oxygen,  carbon  dioxide,  and  total  hydrocarbons  (a  flame 
ionization  measurement).  Particulates  were  collected  on  a  filter  for  a  gravimetric 
measurement,  and  the  gases  were  sampled  in  aqueous  solutions  for  non-fllterable  solids 
and  vapors.  In  the  laboratory,  the  particulates  were  digested  with  acids  to  completely 
dissolve  any  metals  present;  the  solution  from  the  digestion  was  then  combined  with  the 
impinger  liquids,  An  atomic  absorption  spectroscopy  procedure  or  an  inductively 
coupled  argon  plasma  emission  spectroscopy  procedure  is  used  to  determine  the  quantity 
of  the  metal  of  interest. 

Samples  of  the  quench  water  were  taken  during  each  run,  and  a  sample  of  the  inlet  water 
to  the  system  was  taken  during  run  no,  2.  Two  samples  of  quench  water  were  taken 
during  run  no.  3. 

After  runs  no.  1  and  3  were  completed,  samples  of  the  fluidizer  bed  media  (FBM)  were 
taken  by  dipping  a  sample  from  the  hot  bed  with  an  aluminum  scoop  attached  to  a  pole. 
No  FBM  sample  was  taken  after  run  no.  2.  When  the  assembly  was  removed  from  the 
FBPS  in  run  no.  2,  a  few  pieces  of  porous  black  material  (ash)  were  found  in  the  basket; 
this  solid  was  submitted  for  metals  analysis.  Finally,  a  FBM  sample  was  taken  from  the 
cyclone  pot  (Figure  1)  after  the  completion  of  the  four  runs.  The  latter  material  comprises 
media  that  were  carried  out  of  the  retort. 

Various  samples  were  taken  during  these  runs.  In  each  run,  the  exhaust  gases  were 
analyzed  continuously  for  oxygen,  carbon  dioxide,  and  total  hydrocarbons  (a  flame 
ionization  measurement).  Particulates  were  collected  on  a  niter  for  a  gravimetric 
measurement,  and  the  gases  were  sampled  in  aqueous  solutions  for  non-filterable  solids 
and  vapors.  In  the  laboratory,  the  particulates  were  digested  with  acids  to  completely 
dissolve  any  metals  present;  the  solution  from  the  digestion  was  then  combined  with  the 
impinger  liquids.  An  atomic  absorption  spectroscopy  procedure  or  an  inductively 
coupled  argon  plasma  emission  spectroscopy  procedure  is  used  to  determine  the  quantity 
of  tne  metal  of  interest. 
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Table  5 

Operating  Conditions,  April  4,  1991 
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^Temperatures,  as  follows; 

A:  Temperature  indicated  by  the  afterburner  thermocouple 
S:  Temperature  measured  in  the  exhaust  stack  at  sample  point,  determined  by 
ITAQS. 


Samples  of  the  quench  water  were  taken  during  each  run,  and  a  sample  of  the  inlet  water 
to  the  system  was  taken  during  run  no.  2.  Two  samples  of  quench  water  were  taken 
during  run  no.  3. 

After  runs  no.  1  and  3  were  completed,  samples  of  the  fluidizer  bed  media  (FBM)  were 
taken  by  dipping  a  sample  from  the  hot  bed  with  an  aluminum  scoop  attached  to  a  pole. 
No  FBM  sample  was  taken  after  run  no,  2.  When  the  assembly  was  removed  from  the 
FBPS  in  run  no,  2,  a  few  pieces  of  porous  black  material  (ash)  were  found  in  the  basket; 
this  solid  was  submitted  for  metals  analysis,  Finally,  a  FBM  sample  was  taken  from  the 
cyclone  pot  (Figure  1)  after  the  completion  of  the  four  runs.  The  latter  material  comprises 
media  that  were  carried  out  of  the  retort, 

The  test  panels  from  run  no,  1  were  further  cleaned,  after  pyrolysis,  in  the  shot-blast 
unit,  while  the  panels  from  runs  no.  2  and  3  were  not  cleaned  any  further.  Because  It 
was  observed  that  the  panels  from  the  latter  two  runs  were  covered  by  loosely  adhering 
solids,  each  batch  of  panels  was  wrapped  in  tared  polyethylene  film  before  it  was 
weighed.  Three  weeks  after  these  tests  were  completed,  the  solids  from  three  batches  of 
formerly  painted  panels  were  scraped  with  a  microscope  slide  to  produce  small  powdered 
samples.  The  very  small  quantities  of  solids  on  the  polyethylene  film  were  included  In 
the  scrapings.  A  glass  slide  was  used  as  a  scraper  to  minimize  any  metals  that  might  be 
introduced  into  the  sample  from  a  metal  scraper,  These  samples  were  analyzed  for 
cadmium,  chromium,  lead,  and  zinc.  One  cadmium  plated  panel,  from  run  no,  3,  was 
also  similarly  scraped.  The  scrapings  and  another  cadmium  panel  were  submitted  for 
microscopic  examination  and  analysis, 


2.1 .3.2  FUsulta  of  Effluont  Analyses 

The  analyses  of  the  stack  gases  that  were  determined  during  the  run  are  summarized  in 
Table  6.  The  results  indicated  that  carbon  dioxide  was  formed  from  the  afterburner 
combustion,  the  combustion  of  hydrocarbons  was  complete  (no  detectable  hydrocarbons 
were  found),  and  a  sizeable  amount  of  water  vapor  was  found  in  the  exhaust  gases.  The 
water  vapor  results  from  both  the  combustion  of  propane  and  the  vaporization  of  the 
quench  water. 

From  the  stack  gas  filtration  and  vapor  collection  in  the  impingers,  quantities  of 
particulates  and  metals  in  the  stack  gases  were  determined.  These  measurement  results 
are  shown  in  Tables  7  and  8. 

Although  EPA's  regulations  for  "Burning  of  Hazardous  Waste  in  Boilers  and  Industrial 
Furnaces"  (Fed.  Register,  1991b)  would  not  strictly  apply  to  the  FBPS  at  LEAD,  these 
regulatory  standards  provide  a  relevant  guideline.  The  State  of  Pennsylvania  would 
regulate  these  stack  effluents  and  probably  apply  similar  requirements.  The  concentration 
of  particulates  In  the  stack  gases  was  found  to  be  only  a  small  fraction  of  the  Federal 
limit,  therefore  the  FBPS  should  not  cause  any  significant  environmental  impact  in  the 
area  of  air  pollution.  In  addition,  the  metals  exiting  the  stack  do  not  exceed  the  federal 
hourly  standards,  as  shown  in  Table  3. 

These  levels  of  metals  emission  found  are  less  than  one  percent  of  the  standards,  except 
for  chromium,  which  reaches  only  27  percent  of  the  standard.  No  definite  increasing 
trend  of  metal  emissions  occurred  from  run  to  run.  Furthermore,  cadmium  and  zinc 
present  must  have  accumulated  in  the  system  from  earlier  tests,  but  only  very  small  levels 
of  these  metals  are  being  emitted, 
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Table  6 

Stack  Gas  Data 


BUI 

02% 

C02% 

THCb.  pom 

1 

m. 

1^.0 

ND 

i 

““  19.S 

no 

"""  ftp  — 

i 

19.4 

IHHUiMMI 

m 

Air® 

1.2 

2170 

2 

a  Composition  in  volume  percent,  oxygen  and  carbon  dioxide  on  a 
dry  basis,  except  THC. 

b  THC:  total  hydrocarbons,  as  methane  by  flame  ionization  detector,  parts  per  million  by 
Volume  (dry  basis).  ND:  none  detected;  detection  limit  was  13.8  ppm.  That  is 
equivalent  to  0.009  lbs/hr. 

c  Reported  components  in  air,  same  basis  as  above  (Weast,  1.980).  Water  represents  the 
level  present  at  40  percent  relative  humidity  at  68*F. 
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Table  7 

Concentrations  of  Particulates  and  Metals 
in  the  FBPS  Stack  Gases 


Ikun  ^o. 

iMxwm 

mg/M3 

cadmium 

lead 

zinc 

I 

36.4 

m 

“  48.6 

1 

11.1 

4.6 

”  20.4  “ 

31.0  ” 

m 

3 

9.i 

H  ■07“  H 

““109 

Regulatory 

std.a 

a  From  "Burning  of  Hazardous  Waste  in  Boilers  and  Industrial  Furnaces"  (Fed.  Register, 
1991). 


Table  8 

FBPS  Stack  Mass  Emissions, 
Weight  per  Hour 


Haul  r"i— 

mmamsrm 

lead 

zinc 

i 

91 

ii 

42 

T 

8.6 

22 

54 

T 

TV 

. 

8,6 

22 

54 

Regulatory 

stda. 

4d 

”  4300 

not  regulated 

a  From  "Burning  of  Hazardous  Waste  in  Boiiers  and  Industrial  Furnaces"  (Fed.  Register, 
1991b). 
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Table  9 

Analyses  of  Quench  Water 


Run  No. 

B99I 

mg/L 

lead 

zinc 

inlet  water 

ND 

ND 

N1 5“ 

0.12 

i 

6.21 

D7T5 

T - 

MMltlH:— 

ND 

0.1$ 

“3 S - 

ND 

■KX'XWflHI 

-WD  '  1 

~  0.11 

IB - 

NET  “ 

0.10  “““ 

IHHKJMMHi 

HHUlilUJHH 

mcl* 

mmmmm 

none  listed 

»MCL:  maximum  contaminant  levels  from  regulations  promulgated  under  the  Clean 
Water  Act  <40  CFR  Chi,  1990e). 
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The  analysis  of  the  quench  water  was  performed  according  to  the  TCLP  procedure 
(ITAS,  1991a).  Because  these  samples  are  aqueous  solutions,  the  results  are  equal  to  the 
contained  concentrations  of  the  analytes.  As  shown  in  Table  9,  all  of  the  levels  of  the 
metals  were  found  to  be  below  drinking  water  "maximum  contaminant  levels"  (MCL)  (40 
CFRPart  141.11, 1990).  Since  the  quench  water  and  the  non-contact  cooling  bath  water 
is  treated  in  the  IWTP,  this  aqueous  stream  should  not  create  a  significant  impact  on  the 
environment. 

The  analyses  of  the  FBM  from  the  various  parts  of  the  system  and  one  sample  of  the 
shot-blast  media  are  shown  in  Tables  10  and  11.  The  TCLP  procedure  was  used  to 
determine  if  the  spent  FBM  would  be  categorized  as  a  characteristic  RCRA  hazardous 
waste,  while  the  total  metals  were  determined  to  provide  data  for  mass  balance 
calculations. 

The  data  in  Table  10  indicate  that  the  FBM  reaches  a  level  for  lead,  7.5  mg/L,  that 
exceeds  the  standard  that  classifies  the  solid  as  a  RCRA  hazardous  waste  after  only  three 
test  runs.  Therefore,  spent  FBM,  floor  sweepings  of  alumina  spilled  during  operations, 
and  material  collected  from  the  cyclone  pot  would  all  be  classified  as  hazardous.  The 
requirements  of  RCRA  to  properly  store,  ship,  and  dispose  of  these  spent  materials 
would  apply. 

To  obtain  the  total  concentrations  of  metals  shown  in  Table  1 1,  the  samples  were  digested 
in  acids  to  dissolve  them  completely  before  analysis  (ITAS,  1991b).  These  values  were 
used,  along  with  the  results  on  exhaust  gases  and  quench  water,  to  calculate  the 
distribution  of  these  metals  in  the  system  (see  Section  2,1.4  below). 

One  sample  of  special  significance  was  also  obtained  during  these  tests.  After  run  no.  2, 
a  few  pieces  of  black  porous  material  were  found  in  the  parts  basket.  It  was  assumed  that 
these  represented  paint  that  consolidated  during  the  pyrolysis  into  an  "ash"  large  enough 
to  be  retained  by  the  mesh  of  the  basket  (approximately  1/4-inch  square).  This  ash  was 
submitted  to  the  laboratory  for  analysis,  along  with  the  other  samples,  and  the  TCLP  was 
obtained  first.  This  procedure  consumed  the  sample  so  that  the  the  total  contained  metals 
could  not  be  obtained.  From  the  TCLP  result  and  both  types  of  analyses  on  the  FBM 
estimates  of  total  metals  contained  were  calculated.  In  the  TCLP,  the  sample  is  extracted 
with  20  times  its  weight  of  a  dilute  aqueous  acid  solution,  and  the  results  reported  in 
mg/L.  In  these  analyses  of  the  FBM  samples,  85-97  percent  of  the  cadmium,  lead  and 
zinc  was  found  to  be  extracted,  but  only  20  percent  of  the  chromium.  The  analytical 
results  for  the  ash  and  estimated  contained  metals  are  shown  in  Table  12.  This  ash  may 
be  representative  of  the  fir,;  particles  that  will  be  mixed  in  with  the  FBM. 

The  panels  from  runs  no.  2  and  3  were  covered  with  granular  solids  that  mostly  adhered 
to  the  panels.  A  few  of  these  granules  fell  from  the  panels  and  these  were  collected  on 
plastic  sheeting  in  which  the  panels  were  wrapped  for  weighing  and  storage.  Since  the 
panels  from  these  runs  were  not  cleaned  further  in  the  shot-blast  unit,  they  were 
examined  and  the  granules  scraped  off  to  reveal  the  character  and  composition  of  the 
pyrolysis  products.  The  solids  from  run  no.  2  appeared  to  be  nearly  black,  while  the 
solids  from  run  no.  3  were  yellow-gray  color.  The  scrapings  from  one  batch  of  steel 
(run  no.  3)  and  from  two  batches  of  aluminum  panels  (one  each  from  run  no.  2  and  no.3) 
were  analyzed  for  total  cadmium,  chromium,  lead,  and  zinc  (ITAS,  1991c).  The  results 
of  the  analyses  and  the  approximate  quantities  of  solid  recovered  are  shown  in  Table  13. 
Although  less  than  a  gram  of  solid  was  obtained  from  each  of  the  aluminum  panels, 
eleven  grams  were  obtained  from  the  steel  panels.  Since  this  quantity  exceeds  the  weight 
gain  of  the  panels  (Appendix  A)  and  it  was  a  reddish  material,  it  is  assumed  that  most  of 
this  solid  is  rust  (iron  oxide). 
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Table  10 

TCLP  Analyses  of  Solids 


wa . 

cadmium 

Metal, 
chromium  , 

mg/L 

lead 

zinc 

Unused  l?BM 

RB 

5.1 7 

Initial  FBM* 

0.021 

id 

5.47 

After  run  no.  l 

mm&mam 

—  5.052 

3.2 

0.43 

BHUKISHH 

1,3 

fbm  from 
cyclone*5 

tM7 

0^0 

12 

0^67 

Shot-blast 

mediae 

1.7 

Mb 

_  ND  — 

reo 

RCRA  stdsa 

HHUlHHI 

5.0 

not  regulated 

aFBM  from  the  furnace  after  the  startup  run,  but  before  run  no.  1. 
t>FBM  sample  taken  from  the  cyclone  pot  after  run  no.  3. 

CA  sample  of  steel  shot  taken  from  the  shot-blast  unit  after  the  first,  and  only,  set  of 
panels  were  cleaned  in  the  unit.  The  shot  includes  particles  that  had  accumulated  In 
earlier  operability  tests. 

^The  TCLP  prescribes  that  if  a  waste  exceeds  these  values  in  the  extract,  the  waste  is 
classed  as  a  RCRA  hazardous  waste  (Fed.  Register,  1991a). 
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aFBM  from  the  furnace  after  the  start-up  run,  but  befo 
^FBM  sample  taken  from  the  cyclone  pot  after  run  no. 


2-2 


Table  12 

Metals  In  the  Special  Ash 
Sample  from  the  FBPS 


Table  13 

Analysis  of  Panel  Scrapings 


Sample 

Panel 

Metal 

weight  of 
Scrapings 
(am) 

Cadmium 

Metal  Content  (wt.  %) 
Chromium  Lead 

Zinc 

Run  No.  2 

Panel  Batch  X 

Aluminum 

0.26 

0.09 

3.0 

17.0 

0.2 

Run  No.  3 

Panel  Batch  S 

Aluminum 

0.93 

0.063 

2.1 

12.0 

0.1 

Steel 

11 

0.06 

1.3 

8.6 

0.079 
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The  lead,  chromium  and  zinc  were  found  as  expected  since  the  paint  contained  each  of 
these  metals,  However,  cadmium  was  also  found  in  this  residue.  The  cadmium 
apparently  resulted  from  the  parts  that  were  depainted  during  the  operability  tests  or  from 
the  cadmium  plated  panels.  These  results  should  represent  the  composition  of  particles 
that  may  be  dispersed  into  the  plant  area  during  the  depainting  operations. 


Examination  of  the  cadmium  plated  panels  that  had  been  treated  in  runs  number  2  and  3, 
showed  that  the  plating  had  apparently  melted  and  then  partly  coalesced  into  beads  to 
leave  part  of  the  surface  unplated.  To  examine  the  surface  deposits  more  carefully  and  to 
detemnine  if  the  cadmium  had  changed  chemically,  samples  were  subjected  to  microscopy 
analysis  (Gravrilovic,  1991,  Appendix  B).  Two  samples  were  submitted  for  analysis. 
One  was  scrapings  from  cadmium  plated  steel  panel  no.  4  from  run  no.  3.  The  other 
sample  was  one  of  the  cadmium  plated  test  panels  from  the  process.  The  latter  panel, 
which  had  been  stored  for  six  weeks,  showed  evidence  of  extensive  corrosion. 
Photomicrographs,  by  visible  light  and  by  using  the  electron  scanning  technique,  were 
made,  and  the  composition  of  the  particles  was  determined  by  electron  microprobe 
analysis.  This  microprobe  technique  produces  both  a  picture  of  the  distribution  of 
elements  in  the  particles,  and  a  quantitative  measure  of  elemental  concentration.  This  is 
possible  because  the  electron  beam  used  in  the  technique  causes  the  elements  in  the 
particles  to  fluoresce  at  particular  wavelengths  in  the  in  the  X-ray  region  of  the 
electromagnetic  spectrum,  The  fluorescence  can  be  either  photographed  or  measured  at 
various  wavelengths  to  produce  the  needed  information.  The  pictures  are  shown  in 
Appendix  B  (Gavrilovic,  1991)  and  the  analyses  are  listed  in  Table  14,  below.  The 
results  indicate  that  nearly  all  of  the  cadmium  remains  as  metal  rather  than  being  oxidized 
at  the  operational  temperatures  of  the  FBPS.  The  aluminum  found  in  these  surface 
deposits  probably  results  from  small  amounts  of  the  alumina  in  the  fluidizer  media  that 
adhered  to  the  surface.  The  small  concentration  of  silicon  that  was  found  in  the  scrapings 
probably  represents  glass  that  was  abraded  from  the  microscope  slide  used  as  the  scraper. 
The  chlorine  found  in  these  particles  was  unexpected.  Possibly,  the  chlorine  resulted 
from  either  pickling  of  u.e  steel  with  hydrochloric  acid  or  from  the  chlorides  in  the  plating 
bath  that  was  used. 


2.1.3.3  Estimation  of  Mass  Balances  of  Metal  Toxicants 


Using  the  calculation  of  the  total  metals  contained  in  the  paints  coated  on  the  test  panels, 
and  the  analyses  of  the  exhaust  gases,  quench  water,  and  FBM,  mass  balances  were 
calculated  for  lead,  chromium,  and  cadmium,  No  mass  balance  could  be  determined  for 
zinc  because  too  little  zinc  was  contained  in  any  paints  used  on  the  test  panels.  These 
mass  balances  are  shown  in  Figures  5, 6  and  7. 

The  three  runs  were  consolidated  to  provide  an  overall  balance  for  each  metal.  The 
weights  of  lead  and  chromium  in  the  char  remaining  on  the  paint  were  estimated  by 
assuming  that  this  material  was  primarily  lead  chromate  pigment.  The  lead  and  chromium 
accountability  equalled  66-67  percent.  These  values  should  be  considered  within  the 
limits  ot  the  precision  of  all  the  measurements. 

As  an  example  of  assumptions  and  measurements,  the  FBM  in  the  retort  was  estimated 
by  measuring  that  the  FBM  was  six  inches  below  the  top  and  then  using  the  bulk  density 
and  the  dimensions  to  determine  the  weight  of  media.  The  FBM  carried  out  into  the 
cyclone  was  ignored  in  this  calculation.  Furthermore,  the  cadmium  accountability  is 
good  (100.6%);  it  should  be  noted  that  because  only  2.4  out  of  69  grams  of  cadmium 
were  added  to  the  system,  errors  in  the  precision  of  the  added  quantity  would  be 
overwhelmed  by  the  69  grams  that  were  in  the  system. 
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Table  14 

Electron  Microprobe  Analysis  of  Materials 
from  Cadmium  Plating 


SAMPLE 

Cd 

Pb 

Fe  Cr  Cl  S  Al 

Si 

c+o 

I|- 

Yellow  scrapings a 
Sample  No.  SC-3 

nn 

m 

m 

in 

m 

Hi 

IH 

bal 

1 

Single  metal 
particle® 

Sample  No,.  SC-3 

■ 

U 

■ 

bal 

1 

m 

Hi 

H 

m 

m 

HI 

bal. 

1  ' 

Letterkenny  A.D.° 
Dark  Deposits 

m 

Hi 

m 

m 

••• 

HI 

bal 

a  Sample  No.  SC-3 

Scrapings  from  one  Cd  plate 

Steel  panel  no.  4,  Test  Run  no.  3,  on  April  4, 1991, 

scraped  on  April  25, 1991. 

b  Test  Panel,  Fluidized  Bed  Paint,  Stripping 
Oven  Letterkenny  Army  Depot, 

Cadmium  Plating  Effects 
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1,2,*  3) 


s  FBM  lines  -  quality  was  not 


pot(X)  collects  FBM  tines -quality  was  mu 


2.1.4  Operating  Cost  of  the  Fluidized  Bed  Paint  Stripper 

The  purpose  of  this  section  is  to  determine  the  cost  to  operate  the  FBPS  based  on  existing 
operational  data.  Included  in  this  section  is  the  following  information:  1)  Listings  of  the 
basic  operating  and  process-specific  assumptions  for  calculations;  and,  2)  Spreadsheets 
which  identify  ail  costs  incurred  during  operation  based  on  the  assumptions. 

The  FBPS  requires  one  (l)  full-time  laborer.  The  critical  path  of  the  fluid  bed  process 
consumes  approximately  2.25-hours  of  time  and  may  process  20  uniform  parts  per  cycle. 
A  total  of  7  treatment  cycles  may  be  completed,  Ifi  a  single  production  day  for  a  total  of 
140  parts.  Once  tte  operation  is  optimized,  it  expected  that  the  critical  path  can  be 
reduced  to  1.5  hours,  by  reducing  pyrolysis  time,  time  in  the  shot-blast,  and  by  arranging 
to  cool  a  basket  of  parts  while  a  second  basket  is  being  pyroiized. 

The  solid  materials  used  in  the  system  include  alumina  (fluidized  bed  media  (FBM))  and 
steel  shot  that  is  used  in  the  shot  blast  unit.  According  to  thfe  FBPS  manufacturer  (Mraz, 
l$90b),  the  FBM  is  lost  from  the  unit  by  cany  over  to  the  cyclone  and  by  drag-out  on  the 
parts  and  basket  at  a  rate  of  approximately  20  gallons  per  week.  Furthermore,  the  build¬ 
up  of  char  in  both  fluidized  beds  wlllrequire  that  the  FBM  be  replaced  with  fresh  material 
once  every  two  years.  Partgbom  (Minnich,  1991)  reports  that  their  shot-blast  unit  can  be 
expected  to  consume  7.2  pounds  of  steel  shot  per  hour  of  operation  in  the  blast  mode, 
this  abrasive  will  become  finely  divided  during  the  process  with  approximately  40 
percent  of  it  being  collected  in  the  "fines  container"  and  the  remaindr  being  trapped  as 
dust  by  the  prefilter  and' the  high  efficiency  particulate  (HEPA)  cartridge.  Since  some  of 
the  heavy  metals  from  the  paint  char  will  contaminate  both  of  these  filters,  they  will  be 
classed  as  RCRA  hazardous  solid  waste.  The  usages  and  related  costs  of  both  these 
materials  arc  shown  in  Tables  1 5  and  16,  for  scenarios  l  and  2  respectively.  Because 
both  filters  are  hazardous  wastes,  a  significant  cost  of  disposal,  at  approximately  $0.45 
per  pound;  will  be  incurred.  Therefore,  solid  waste  disposal  can  be  expected  to  comprise 
six  to  seven  percent  of  the  cost  of  operating  the  FBPS. 

Two  scenarios  are  used  in  the  cost  analysis.  The  first  Scenario,  the  start-up  phase 
operation,  was  developed  based  on  the  operability  test  results  and  data  In  the 
manufacturer's  manuals.  This  scenario  is  based  on  observed  test  conditions  from  the 
operability  tests  conducted  in  Section  2.1.2.  The  second  scenario  was  developed  from  a 
speculation  of  potential  improvements  to  the  system  or  operating  procedures  that  can  be 
achieved  in  a  short  time  frame  (less  than  six  months)  with  minimal  cost  (less  than 
$50,000).  These  changes  would  be  expected  to  result  in  shorter  pyrolysis  times  at 
higher  temperatures,  better  parts  basket  handling,  and  optimized  shot-blast  operation. 
The  costs  developed  for  the  latter  case  are  less  certain  since  all  the  proposed 
improvements  would  be  subject  to  verification. 

Electricity,  air,  water,  and  propane  for  the  afterburner  are  the  utilities  used  in  the  process. 
Electricity  is  used  by  the  many  motors  in  the  system.  Some  of  the  motors  will  operate  for 
only  short  periods  of  the  work  day  while  others  must  run  continuously.  The  hours  for 
each  motor  and  their  consumption  of  electricity  per  hour  are  shown  in  Tables  15  and  16. 
The  largest  quantity  of  electricity  is  consumed  by  the  furnace  heater;  it  amounts  to 
approximately  half  of  the  total  electricity  required. 

The  electricity  cost  was  calculated  using  these  hour  demand  allocations  for  the  specific 
unit  operations  and  the  given  local  kilowatt-hour  rate. 

A  total  of  thirty  gallons  per  minute  (30  gpm)  of  water  is  required  to  operate  the  FBPS 
system.  Ninety-nine  percent  (99%)  or  more  of  this  water  is  used  to  cool  the  heated  parts 
in  the  fluidized  bed  cooler  (FBC)  and  quench  the  off-gases  from  the  Afterburner. 
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Year  300  day* 

Critical  Path  2  25  hr*.;  7  Cyd**  par  day 
Capacity  (20)  pah*  pat  Cycla;  140  pans  par  day 

Procsss  (A)  Modal  PCB-2448  Cleaning  Furnace  with  Oll-Qas  Dilution  System  780  F  (1.5  hrs./Cysle) 

(8)  Model  PC8-244S  Cooling  Bed  (0.5  hrs, /Cycle) 

(C)  Model  AB-30-2  011-Gas  Handling  System' 

(D)  Low  Energy  Blast  System  (0.5  hra, /Cycle) 

'  This  unit  runs  continuously  to  maintain  oparatlng  temperature. 


LAMM 

HUB 

Operator 


i  A.B.C.O)  On*  Dedicated  Operator  For  FBP9 


'*• ...i- •> •  .•••  '] 

hraJday  Bata/he. 

16.00 _ 1  00  man 


IMt 

.17,64 


Coat" 


to 


m 


$260,64  wmoo 


AAW  M  AT1PIAL* 


aio 

Alumina" 


Stttl  shot 


EUfim 

(A) 

(B) 
(A.i) 

— 1BL-, 


Alumina  Replacement  Every  24  months 
Aluminum  Oxld*  Changaout  Every  24-Morthi 
Aluminum  Oxide  Maxeup  (20-  gal, /week) 

Steel  Shot  Make-uo 


iKl&g 

16,00 

16,00 

16,00 

3,60 


■  i 

0,1 3  is,' 

0.36  Ibl. 
3,43  lb*. 
7,20  Iba. 


"Tsr 

$1,20 
11,20 
61,20 
>.25 


Obtt 

|2i89 


. Tier 

6778,40 
$7,20  62,160.00 

666,66  610,766,60 
$6,30  61,800,30 

sdi.il1 


UfjiiTY  MQUIBIMINTt 


Electric 


Air 

Water 


Propane 


(A) 

(C) 

(C) 

(0 

(0 

(0 

(0 

(D 

(0 

(A 

(A 

(B 

(C 

(C 

JCi 


r !Ss::::!: 

S  HP,  240/440  V,  3  ph.  60  Hi  (Exhauster) 

3  HP,  240Mm  V.  3  ph,  80  Hi  (Burner  Blower) 

3/4  HP,  460  V,  3  ph,  60  Hi  (Rotator) 

1  HP,  460  V,  3  ph,  80  Hi  (Elevator) 

3  HP,  460  V,  3  ph,  60  Hi  (Exhauster) 

1 6  HP,  460  V,  3  ph,  80  Hi  (Rote) 

1 8  HP,  460  V,  3  ph,  60  Hi  (Roto) 

1/2  HP,  460  V,  3  ph,  80  Hi 

20  scfrn  at  ambient!  6  aofm  it  660  P  (negligible  cost) 

3  gph  at  30  psl  supply 

27  gpm  at  30  psl  supply 

3  gpm  at  30  psl  supply 

580,000  Btu/hr  Startup 

60,000  Btu/hr  Smokecvcle 


UImH 

16,00 

27,00  kW . 

ft.;,.-; ;  Wife' 

60,06 

&}■  un 

621,60 

tJsMW 

66,460.00 

16,00 

3.73  kW 

60,06 

$2.91 

6694.68 

2.24  kW 

60,06 

$1,72 

6636,91 

3,  SO 

0.86  kW 

60,06 

60,10 

620.36 

3,80 

0.78  kW 

60,06 

$0.13 

630.18 

<6,00 

1.12  kW 

60,06 

$0.60 

$268,46 

3,60 

11.19  kW 

60,06 

$1,96 

6667.26 

3.60 

11,16  kW 

60,06 

$1,96 

6667.26 

3,60 

0.37  kW 

60.06 

$0,07 

610,67 

16,00 

lllljlm  IvTTmM 

60,00 

$0.00 

60,00 

16,00 

$0.02 

66.62 

3,60 

1,820,00  gal. 

0,00046 

$2.61 

6762.46 

180.00  gal 

$1.32 

6307,44 

14,25 

232.00  ft** 

60.03 

$09.15 

620,784,00 

1,78 

60,03 

$1.26  $378.00 

m 


wairra  maeasai  i  -naiatuaMr  . . 

'  Qaip 

Hem 

Water" 

Alumina 

Steal  shot 

.  punh  i'  .a&nmMk-’ )  ,s  i> 

(A)  3  gpm  at  30  pai  supply  (80%  Steam) 

(B)  27  gpm  at  30  psl  supply 
(A,  B)  Psrlodlo  disposal’ 

(A)  Disposal  Every  24  months 

(B)  Disposal  Evary  24  Months 
!D)  Steel  Shot  Disposal" 

C;'.*";:- t";*-:;l-t : t i t t -t I:-:- 

iv  mutte 

16.00 

3.50 

16,00 

16,00 

16,00 

3.50 

iMiilitr. :  ■  “ 
0o!00gai. 
1,820.00  gal 
3,13  ibe. 
0,13  Iba. 
0.37  Ibe. 
7,20  Ibe. 

0.00466 

10,45 

$0,46 

S0.48 

$0,46 

"  66,70  62,00610 

626.37  67,900.66 

622,64  66,760,60 

10,97  6291.16 

62.70  6606.16 

611.34  63,402.00 

COST  PIP  PART  HTPAAT10NB 

Total  Estlmstsd  Operating  Cost*  Maximum 
Total  Paris  Processed 
Coat  per  Part  Processed 


$861.06  6170,717.11 
140  43000 

64,00  64.06 


'Comprises  floor  sweepings,  area  clean-ups,  etc. 

"Equal  to  the  make-up  quantity:  collected  from  both  the  tinea  (40%)  and  Altered  dust  (60%). 


Table  16 

Fluidized  Bed  Paint  Stripper 
Cost  Analysis,  Optimized  Scenario 


kltUHmON* 


Day  16  Houn 

Year  300  days 

Critical  Path  1.5  hrs..  10  Cycles  per  day 

Capacity  (20)  parts  per  Cycle:  200  pans  per  day 

Process  ,  (A)  Model  PCS-2448  Cleaning  Furnace  with  Oll-Gae  Dilution  System  880  F  (1 .0  hrs./Cyele) 

(8)  Model  PCS-2448  Cooling  Bed  (0.28  hrs, /Cycle) 

(C,  Model  AB-30'2  Oil-Gas  Handling  System  ' 

(0)  Low  Energy  Blast  System  <0.29  hrs./Cyele) 

'  This  unit  runs  continuously  to  maintain  operating  temperature. 


fUaeeeePeseriatinis 
: A  B)  One  Oeoicated  Operator  'or  FBPS 


$260.64  $84,162.00 


KAW  UATIWAUI 

-',7*5.  T.j'  .  ,  . 

turn  5;::, 

*■»««»«  aeaertotfois 

Alumina 

(A) 

Alumina,  Replacement  Every  24  months 

(B) 

Alumina,  Replacement  Every  24  montha 

(A,B) 

Aluminum  Oxide  Makeup  (20  -  gal, /week) 

Steel  shot 

(O) 

Steel  Shot  Make-up 

i mrirv :iiaAi'il«raefls4Tai !: li 

Has 

PppauneadiMiart  1 

:  hrsAMw 

Raladife-^v:. 

mni'n*  ssmia  ■  rrawaMkr*^ 

Electric 

(A)  27  KW  at  440  V,  3  ph,  80  Hi 

16.00 

27.00  kW 

$0.0 

$21,60  $6,460.00 

(C)  5  HP,  240/440  V,  3  ph,  80  Hz  (Exhausler) 

16.00 

3,73  kW 

$0.0 

$2.91  $894.86 

(C)  3  HP,  240/440  V,  3  ph,  60  Hz  (Burner  Blower) 

16,00 

2.24  kW 

$0.0 

$1,79  $536,91 

(0)  3/4  HP,  460  V,  3  ph,  60  Hz 

2,50 

0,56  kW 

$0.0 

$0,07  $20,97 

(0)  1  HP,  460  V,  3  ph,  60  Hz 

2.60 

0.78  kW 

$0.0 

$0,09  $27.96 

(D)  3  HP,  460  V,  3  ph,  60  Hz 

16,00 

1.12  kW 

$0,0 

$0,69  $266,46 

(D)  1 5  HP,  460  V,  3  ph,  60  HZ 

2,60 

11.19  kW 

$0.0 

$1,40  $419.46 

(D)  1 5  HP,  460  V,  3  ph,  60  Hz 

2.50 

11.18  kW 

$0.0 

$1.40  $419.46 

(D)  1/2  HP,  460  V,  3  ph,  60  Hi 

2.50 

0,37  kW 

$0.0 

$0,06  $13.91 

Air 

(A)  20  tefm  at  amblf it;  8  Kfm  at  8S0F  (negligible  coat) 

16,00 

8,00  scfr 

n  $0.0 

$0.00  $0.00 

Water 

(A)  3  gph  at  30  psi  supply 

16.00 

3,00  gal, 

0.000' 

(6  $0,02  $6.62 

(0)  27  gpm  at  30  psl  supply 

1,25 

1,620,00  gal. 

0,000' 

(6  $0.93  $279.46 

(C)  3  gpm  at  30  pal  supply 

10.00 

160,00  gal 

0.000 

<6  $0.63  $246.40 

3  $93.96  $28,188.00 

Propane 

(C)  580,000  Btu/hr  Startup 

13,50 

232,00  ft*3 

$0.0 

(C)  60,000  Btu/hr  Smokecyele 

2,50 

24,00  ft*3 

■■KiL 

hbk;  '.j  1 

WAftTB  0HPO9AL  /  TWATM1HT 
l>— i  •  '  IVaes—  Oeseriatlaa 

Water  (A)  3  gpn  at  30  pit  supply  (50%  Steam) 

(B)  27  gpm  at  30  pel  supply 
Aluminum  Oxide  (A,  B)  Periodic  disposal* 

(A)  Disposal  Every  24  montha 

(B)  Disposal  Every  24  Months 
Steel  shot  (0)  Steal  Shot  Disposal** 


*1mMP 
'0.00 
1,28 
16,00 
16,00 
16.00 
2 


IliiaWfe/M: 

60,00  gai. 
1,820.00  gal 
3.13  lbs. 
0,13  lbs. 
0.37  lbs. 


7,20  lbs. 


0.00466 

$4.19 

$1,256.50 

0.00466 

$9.42 

$2,824.68 

$0.46 

$22.54 

$6,760.80 

$0.46 

$0.97 

$291.15 

$0.46 

$2.70 

$608.92 

$0.46 

$6.10 

$2,430.00 

COST  PM  PART  WT1MAT10N* 

Total  Estimated  Operating  Coats  Maximum 
Total  Paha  Processed 
Coat  par  Part  Processed 

‘Comprises  floor  sweepings,  area  clean-ups,  etc. 

"Equal  to  the  make-up  quantity;  collected  from  both  the  fines  ('40%)  and  the  filtered  dust  (60%), 


1960.76  1161,237  m 
200  80000 

$2.10  $2.60 
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Approximately  27  gpm  is  used  to  cool  the  heated  parts  as  the  fluidized  cooling  bed  is  in 
use.  As  shown  in  Table  15,  the  FBC  operates  for  3.5  hours  during  a  normal  production 
day.  Therefore,  approximately  5,760  gallons  of  water  is  needed  per  day.  The 
afterburner  requires  3-gpm  or  180  gph  to  scrub  the  off-gases  generated  from  pyrolization 
and  combustion.  This  water  is  used  continuously  throughout  the  production  day  and  is 
discharged  to  the  industrial  water  treatment  plant  (IWTP)  for  disposal.  The  remaining 
water  (0.05  gpm)  is  used  as  a  "snuffer"  for  the  fluidized  furnace  bed  to  eliminate  an 
explosive  atmosphere.  In  the  utility  usage,  water  is  a  minor  component  of  the  cost  in 
either  scenario. 

The  propane  demand  for  the  afterburner  unit  is  dependent  upon  the  off-gases  supplied  by 
the  fluidized-bed  furnace.  During  the  0.25-hour  smokecycle,  it  was  assumed  the 
afterburner  operates  at  a  60,000  Btu/hr  propane  demand.  The  remaining  time,  0.25-hour 
start-up  and  throughout  the  two  shifts  it  was  assumed  the  afterburner  operates  at  a 
580,000  Btu/hr  propane  demand.  The  propane  supply  rate  necessary  to  maintain  the 
afterburner  demand  was  based  on  the  heat-of-combustion  value  generated  by  propane. 

Although  the  afterburner  flame  could  possibly  be  shutdown  between  periods  of 
pyrolysis,  the  most  recent  operability  tests  indicated  that  the  operating  chamber 
temperature  of  1400'F  could  not  be  achieved  if  propane  was  shut  off  after  each  run 
without  heat-up  periods  that  would  significantly  extend  cycle  times.  However,  continued 
production  experience  might  prove  that  this  assumption  is  incorrect,  and  some  small  cost 
reductions  could  be  realized  by  reduced  use  of  propane  and  electricity. 

It  is  assumed  the  spent  aluminum  oxide  from  the  fluidized  beds  And  the  steel  shot  from 
the  low-energy  blast  cabinet  will  be  disposed  as  a  hazardous  waste  at  the  rate  of  $0.45 
per  pound.  The  water  generated  from  the  fluidized  cooling  bed  is  disposed  to  the  IWTP. 
It  was  assumed  that  approximately  50%  of  the  afterburner  quench  stream  is  discharged  to 
the  air  as  steam  and  the  reminder  1.5*gpm  is  discharged  to  the  IWTP.  These  were  the 
only  waste  streams  identified  in  the  FBPS  process. 

Based  on  the  assumptions  described  above  and  listed  in  Tables  15  and  16,  the  annual  cost 
of  operating  the  FBPS  under  scenario  1  is  $170,717.81  per  year  for  42,000  parts  or 
$4.06  per  part  processed.  The  annual  cost  under  scenario  2  would  be  $168,237.99  for 
60,000  parts  or  $2.80  per  part  processed. 


2.2.  Caustic  Stripping 

2.2.1  Process  Description 

The  Caustic  Soda  Stripping  Process  (CS)  is  a  simple  process  that  consists  of  the 
following  major  components:  1)  A  trichloroethane  vapor  degreasing  unit,  2)  A  3,000- 
gallon  heated  caustic  solution  tank:  and  3)  A  3, 000-gallon  rinse  tank.  A  semi-automatic 
hoist  is  used  to  transfer  parts  from  one  tank  to  the  other  and  also  for  loading  and 
unloading  baskets.  Currently,  a  pilot  scale  filtration  unit  has  been  integrated  into  this 
paint  stripping  operation.  Figure  3  presents  a  process  flowchart  for  the  caustic  solution 
paint  removal  process.  A  discussion  of  the  potential  economic  and  environmental  impact 
of  the  filtration  unit  is  mentioned  in  Section  IV.  However,  this  pilot  scale  unit  will  not  be 
considered  during  the  description  or  cost  estimation  of  the  CS. 

The  CS  process  is  a  batch  operation  that  requires  a  total  cycle  time  of  2.5  hours.  To 
begin  the  process,  the  parts  are  first  placed  in  the  vapor  degreasing  unit.  Trichloroethane 
(TCE)  is  used  in  this  unit  to  dissolve  the  grease  and  wash  away  the  dirt  from  the  parts. 
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The  TCE  vaporizes  and  is  then  condensed  by  a  water  coolant  system  to  continually 
recycle  it  through  the  parts.  After  all  grease  and  residues  are  removed,  the  work  basket  is 
placed  in  the  200*F  caustic  solution.  In  the  3,000-gallon  tank,  2,500-gallons  of  specially 
formulated  caustic  solution  is  used.  LEAD  personnel  use  approximately  4000  lbs.  of 
caustic  flake  a  week  to  maintain  the  proper  pH  level  to  remove  the  paint  and  other 
coatings.  The  parts  remain  in  the  caustic  bath  for  a  period  of  2.0  hours.  This  represents 
the  critical  path  for  the  process  and  determines  the  maximum  number  of  cycles  each  day. 
The  organic  and  inorganic  material  removed  from  the  parts  are  present  as  soluble 
products,  suspended  particles,  and  precipitate.  These  materials  or  contaminants  decrease 
the  lifespan  of  the  caustic  solution  so  that  it  must  be  periodically  disposed  of  and 
replaced.  After  the  cycle  time  has  been  completed,  the  work  baskets  are  removed  and  are 
suspended  over  the  solution  tank  to  allow  sufficient  drainage.  The  work  baskets  are  then 
transferred  to  the  rinse  tank.  The  total  time  for  drainage  and  rinsing  is  0.5  hours.  The 
rinse  tank  is  continually  supplied  by  the  coolant  water  from  the  vapor  degreasing  tank. 
Placement  and  removal  of  work  baskets  creates  a  periodic  overflow  from  the  rinsewater 
tank,  which  is  discharged  directly  to  the  industrial  water  treatment  plant  (IWTP).  After 
being  rinsed,  the  CS  cleaning  process  is  complete  and  the  parts  are  ready  for  painting. 
Table  17  summarizes  the  operation  parameters  for  this  process. 

2.2.2  Effluents  Produced 

Because  of  its  200’F  operating  temperature,  the  caustic  solution  tank  can  process  only 
steel  parts.  Aluminum  parts  are  subject  to  severe  corrosion  and  pitting.  The  caustic 
solution  tank  may  process  (strip  and  rinse)  100  parts  in  a  total  time  of  3.0  hours. 
However,  multiple  baskets  may  be  processed  reducing  the  critical  path  time  of  this 
process  to  the  retention  time  of  the  caustic  solution  tank,  which  is  2.0  hours.  Therefore, 
a  total  of  8  cycles  may  be  performed  during  a  16-hour  production  day. 

The  waste  generated  by  the  CS  process  is  primarily  spent  caustic  solution  and  sludge. 
Due  to  a  gradual  development  of  contaminants  that  impede  the  effectiveness  of  the  caustic 
solution,  the  solution  is  disposed  and  replaced  once  every  4  to  6  months.  To  minimize 
the  waste  volume,  the  caustic  solution  is  evaporated  with  heat  in  place  (termed:  "baked 
off)  to  approximately  1,200  gallons  and  is  disposed  off-site  as  a  corrosive  hazardous 
waste.  To  develop  a  new  caustic  solution,  a  mixture  ratio  of  three  pounds  caustic  flake 
and  water  to  make  one  gallon  of  solution  is  used.  Other  waste  streams  generated  by  the 
CS  process  are  the  overflow  from  the  rinse  tank,  which  is  discharged  to  the  IWTP  and  is 
treated  on-site,  and  the  spent  TCE  and  vapor  degreasing  residues  disposed  off-site  as 
hazardous  waste. 


2.2.3  Cost  Analysis  of  Caustic  Stripping 


In  order  to  achieve  an  accurate  and  direct  comparison,  the  number  of  variables  between 
these  paint  stripping  processes  must  be  reduced  to  a  minimum.  Cost  estimate  calculations 
were  based  on  both  oasic  operating  and  process  specific  assumptions.  The  assumptions 
made  for  the  specific  paint  stripping  processes  are  discussed  in  the  following 
subsections.  The  basic  operating  assumptions  for  all  processes  are  listed  in  Table  15, 16 
and  18. 

As  mentioned  in  the  process  description,  both  processes  may  treat  steel  parts  but  due  to 
the  FBPS  operating  temperature,  certain  alloys  may  not  be  acceptable.  This  issue  is 
beyond  the  scope  of  this  report  therefore,  the  part  materials  are  assumed  to  be  consistent. 
The  loading  allowance  for  froth  processes  is  dependent  upon  the  part  size  and  geometry. 
To  allow  a  direct  comparison,  the  part  dimensions  are  assumed  to fre  uniform  in  size. 
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Table  17 

Caustic  Stripping  Data 


Component 

WMsMMSZm 1 

—in  i  i  1  1 1  — 

- csa—  " 

Vapor  Degreasing 

0.5  hours 

158  -  165*F 

100  parts /cycle 

Caustic  Tank 

1.5  -  2.0  hours 

200*F 

100  parts  /cycle 

Rinse  Tank 

0.5  hour 

Ambient 

100  parts  /  cycle 
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Table  18 

Caustic  Stripping  Tank 
Cost  Analysis 


ASSUMPTION*  . 

Oiy 

iShoun 

Yur 

309  days 

CM  Pith 

2,0  hra,:  8  Cycles  per  day 

CiMcry 

(100)  parts  per  treatmantt  800  Darla  par  day 

Prociei 

(A)  Vapor  OegreaMr  (0.S  hnuCyela) 

(6)  Ceuetio  Stripping  Tank  at  200  P  (1.8  hravCycle) 
(Cl  Rlnie  Tar*  (0.9  hrtXytle) 

LAMMt  T  .  /  :: 

mmm 

:  f |;  f  ^ ' ,  P— artalew 

Operator 

(A.B.C)  Ona  Ooerator.  60%  of  hit  time 

. 

mmmmm 

18,00  0.68  man" 


1  lid  1 1  m 

817,54  1183,70  $49,109,19 

towet'^kw  w,w.ir 


l1"1'''  "  i.,',|inditt  BM'  ' 

4.00  0,81  gal, 


■ .  unii;i=VT:”’~lksf3v::  '" .  mt 

,_r _ _  $1,96  $4.56  $1,385,00 

CiuiUo  (B)  Ccuatlo  Plaka  for  Tank  Rngennrabon  Every  6  Mentha  16,00  3.13  lb».  $0,06  $3,00  $900,00 

Cmm  ;6;  Markup  Cew&ae  Flaks  fibs.  pet  day)  .  18,00 _ 8,00  M. _ iy6 _  >4,90  >1,440, 00 


MV9MMMUUJ. 

■BrJ  i'Mfca  •  0MNpt!  a  stews  i«  swhjwbj^ppji 

TrlcNoronthan*  (A)  Vapor  Oegnailrg  Chamloal 
Csuilo  (B)  Caustic  Flaks  lor  Tank  Reg* 


'-ym  '  ftir  toircrc 


umitYbiouaiMi 


InMI 
,IHI  flvhilii  ',l',,|l| 


*mm . 


Electric . 

(A) 

”  Exhauat  Blower  [14  Ampi,  460  V,3  pH) 

4.00 

11,00  kW 

(A> 

Refrigeration  Unit 

4,00 

5,10  kW 

|b| 

7,5  HP  Blowar 

16,00 

8,59  kW 

Water 

(A) 

Chiller  Watar  Pretreatment 

15,00 

260,00  gal. 

Air 

(B) 

Air  Supplied  for  Agitation  (Negligible  ooat) 

16,00 

0,00  Kim 

Stum 

(A) 

Steam  Requlremro  (120  pal) 

4,00 

150000  BM 

_ 15L 

Staam  Requirement!  (120  pal) 

18.00 

0  Btu 

.  |0ls . $2.20  $660,00 

$0.08  $1,02  $306,00 

$0,05  $4,47  $1,341,60 

0,00046  $1.94  $582.00 

$0,00  $0,00  $0.00 

1000532  $3.19  $987,60 

>000632  $0,00  $0.00 

wTAii  ,  *m"  mix 


/ 


TrloNoroethane 
Water  /  Sludge 
Walsr 


(A) 

(B) 

J2L 


Spent  Solvent  C.soosai 
Caustic  Tank  Olspeial  Every  6  months 
ffinas  Tank  Overflow  Olwcaal _ 


4  00 

16.00  0.56  gai. 

16,00  260,00  oal, 


na 

$1.00 

$5.80 

0,0047 


im 

$1/16  $34375 

$46.03  $14,409.12 


0.0047  $16,90  $5,640.00 
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For  this  cost  per  part  ca'culation,  it  is  assumed  that  the  critical  path  time  for  the  CS 
process  is  2.0  hours.  Given  a  16-hour  work  day,  a  total  of  8  treatment  cycles  may  be 
conducted  through  the  duration  of  the  day.  It  is  estimated  that  each  treatment  cycle  may 
process  one-hundred  100  uniform  parts  for  a  total  of  800  for  the  reduction  day. 

As  described  in  the  previous  section,  the  caustic  solution  tank  is  a  simple  process  that 
requires  minimal  labor  and  utility  demand.  As  described  by  LEAD  production  managers, 
one  laborer  may  operate  three  caustic  solution  tank  and  rinse  units  simultaneously. 
Therefore,  the  labor  demand  (x)  to  operate  one  (1)  caustic  solution  tank  and  rinse  unit  is 
equal  to  one-third  laborer  (l/3x).  The  vapor  degreasing  unit,  the  initial  step  of  the  CS 
process,  requires  one  full-time  operator.  However,  the  vapor  degreasing  unit  supports 
three  additional  paint  stripping  processes,  therefore,  the  labor  demand  (x)  dedicated  to  the 
CS  process  is  one-fourth  (l/4x).  Combining  the  labor  demand  of  the  caustic  solution  and 
rinses  tanks  (l/3x)  with  the  labor  demand  of  the  vapor  degreasing  unit  (l/4x)  a  total  of 
seven-twelfths  (7/12x)  or  58%  of  one  laborer  is  required  for  the  CS  process.  This  labor 
demand  fraction  was  used  to  calculate  the  cost  of  labor  for  operation  of  the  CS.  The 
labor  rate,  $12.00  per  hour  is  fully  burdened.  The  same  approach  to  estimate  the  labor 
demand  for  the  vapor  degreasing  unit  operation  was  also  used  to  calculate  the  raw 
material,  utility,  ana  waste  disposal  cost  estimates  required  to  support  the  CS  process. 

To  estimate  the  cost  of  raw  materials,  it  is  assumed  the  caustic  solution  tank  is 
regenerated  every  6-months.  The  solution  consists  of  3-lbs,  of  caustic  flake  to  1-gallon 
of  solution.  Only  2,500-gallons  of  solution  is  placed  in  the  3,000-gallon  tank,  therefore 
7,500-lbs.  of  caustic  flake  is  needed  each  time  for  regeneration.  LEAD  personnel  will 
sometimes  decant  the  caustic  solution  rather  than  baking  to  reduce  the  solution  volume  for 
disposal.  This  decant  solution  is  then  returned  to  tne  holding  tank  and  used  in  the 
regeneration  process.  However,  for  this  cost  estimate  a  worse  case,  100%  regeneration, 
is  assumed.  During  operation  of  the  caustic  solution  tank,  caustic  flake  is  continually 
added  to  maintain  tne  proper  pH,  Approximately  80-lbs.  of  caustic  flake  is  added  per 
day.  This  expense,  as  well  as  the  material  for  regeneration,  is  listed  as  raw  materials. 

The  utility  requirements  for  the  CS  process  are  minimal.  The  steam  requirements  for  the 
caustic  solution  tank  were  calculated  given  the  pressure  and  diameter  of  the  steam  to 
which  it  passes  into  the  unit  operation.  This  cost  estimate  does  not  include  any  heat 
losses  or  steam  quality  reductions.  The  cost  of  the  air  supplied  for  agitation  is  assumed 
to  be  negligible. 

Every  6-months  the  contaminated  caustic  solution  is  disposed.  In  order  to  reduce  the 
volume  for  disposal,  the  solution  is  "baked  down"  (evaporated)  to  45-50%  of  its  original 
volume.  This  concentrated  caustic  solution  (pH>14)  and  two  55-gallon  drums  of 
residual  sludge  residues  are  disposed  as  corrosive  hazardous  waste.  Approximately 
2,620-gallons  of  hazardous  waste  is  disposed  annually.  The  $5.50  per  gallon  disposal 
rate  for  the  hazardous  waste  is  provided  by  LEAD  personnel.  The  rinsewater  tank  is 
steadily  replenished  with  water  from  the  vapor  degreaser  cooling  unit  at  a  rate  of  250- 
gph.  The  overflow  from  the  rinsewater  tank  is  generated  by  the  displacement  of  the 
water  as  the  work  baskets  are  placed  in  the  tank.  Assuming  steady  state  operations  that 
maintain  a  constant  water  level  in  the  rinsewater  tank,  the  250-gph  inflow  from  the  vapor 
degreasing  unit  is  equivalent  to  the  overflow  discharge  rate  to  the  IWTP. 

Based  on  the  assumptions  discussed  in  Section  2.2.1,  as  listed  in  Table  18,  the  annual 
cost  of  operating  the  CS  is  $75,315.51  or  $0.31  per  part  processed.  This  cost  does  not 
reflect  recent  improvements  in  the  CS  brought  about  by  using  filters  for  on-line  sludge 
removal  which  would  significantly  reduce  down-dme  and  causnc  usage. 
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3.0  Summary,  Comparison  and  Conclusions 

3.1  Cost  Comparison 

Initial  capital  and  construction  cost,  as  well  as  maintenance  costs  are  outside  of  the  scope 
of  this  study.  However,  such  costs  would  be  essential  components  in  any  decision" 
making  process  for  choosing  an  appropriate  paint  stripping  method.  This  cost 
comparison  looks  solely  at  and  compares  the  annual  operating  costs  for  both  the  FBPS 
and  CS. 

The  annual  cost  of  operating  the  FBPS  was  determined  in  Section  2.1.4  to  be 
$170,7 18/year  or  $4.06  per  part  processed.  These  numbers  were  based  on  operating 
conditions  determined  from  the  operability  test  of  Section  2.1.2,  conducted  on  the 
existing  LEAD  FBPS  with  no  modifications,  to  be  optimal  in  achieving  desired  paint 
removal  while  minimizing  resource  consumption  and  environmental  impact. 

A  second  scenario  was  set  forth  in  Section  2.1,4  which  evaluated  the  same  FBPS  but 
further  optimized  operating  costs  based  on  a  speculation  of  process  improvements  which 
could  be  undertaken  in  a  snort  timeframe  (6  months  to  1  year)  with  reasonable  cost  (less 
than  $50,000  total  cost).  These  improvements  could  Include  modifications  to  the 
handling  system  to  allow  multiple  and  concurrent  activities,  improved  controls  on  fuel 
and  combustion  air  to  the  afterburner  furnace,  and  expansion  of  vent  system  capacity. 

The  annual  cost  of  operation  of  the  FBPS  under  the  second  scenario  was  determined  to 
be  $2.80  per  part  processed.  The  total  annual  cost  changed  slightly  to  $168,238,  but  the 
total  number  of  parts  processed  increased  almost  50%. 

However,  even  with  process  optimization,  the  cost  to  process  a  part  through  the  FBPS  at 
$2.80  is  still  almost  one  order  of  magnitude  greater  than  tne  CS  at  $.31  per  part 
processed.  The  annual  cost  of  operation  of  the  CS  was  determined  in  Section  2.2.3  to  be 
$75,315.51  or  $0.31  per  part  processed  with  four  times  as  many  parts  processed  per  year 
(240,000  parts),  Furthermore,  this  does  not  reflect  additional  reductions  in  operating 
costs  based  on  recent  improvements  in  the  CS  brought  about  through  the  use  of  filters 
for  on-line  sludge  removal  that  reduce  caustic  consumption. 

The  FBPS  involves  more  labor  intensive  operations  due  to  greater  handling  requirements 
and  controls  and  processes  requiring  increased  operator  attention.  In  addition,  the  FBPS 
is  more  energy  consumptive  in  its  present  configuration  requiring  significant  quantities  of 
propane,  electricity  air  and  water  for  normal  operations  relative  to  the  CS. 


3.2  Operational  Comparison 

3.2.1  Materials  Impact 

In  order  to  remove  paint  from  metal  parts  in  the  FBPS,  heating  bed  temperatures  in 
excess  of  650’  F  are  required.  Such  temperatures  were  found,  in  this  study  and  a  parallel 
study  at  RRAD,  to  cause  aluminum  to  lose  its  desired  temperature  hardness  or  temper. 
Because  it  is  impractical  to  incorporate  a  heat  treatment  step  in  the  LEAD  paint  removal 
operations  to  restore  temper,  it  was  determined  that  use  of  the  FBPS  for  paint  removal 
was  appropriate  only  for  non-aluminum  alloy  parts.  This  would  also  apply  to  any  other 
temperature  sensitive  parts  or  alloys.  The  CS  operates  at  200’F  and,  therefore,  has  much 
less  thermal  impact  on  parts  and  alloys. 
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Rubber,  plastic  and  other  organic  residues  are  completely  removed  and  destroyed  in  the 
FBPS.  Grease  is  removed  from  parts  in  the  trichloroethane  vapor  unit  at  LEAD, 
However,  rubber  and  plastic  still  must  be  removed  from  the  parts  prior  to  depainting  in 
the  CS,  whether  such  materials  are  to  be  reused  or  not. 

The  FBPS  is  more  sensitive  to  part  shape,  configuration  and  basket  orientation  than  the 
CS.  Certain  shapes  can  cause  temperature  gradients  across  parts  during  pyrolysis  with 
the  FBPS  thus  inhibiting  paint  removal  and  possibly  causing  thermal  and  physical  stress. 
In  addition,  residual  FBM  can  only  be  removed  from  some  parts  by  adding  another 
cleaning  step,  while  in  others,  sucn  as  those  containing  bearings,  it  is  not  removable 
through  any  reasonable  efforts. 

3.2.2  Worker  Safety 

The  hot  fluidized  bed  operates  at  800  to  1,000*F.  Metal  parts  processed  in  the  bed  are 
heated  to  bed  operating  temperature.  The  afterburner  operates  between  1,400  to  1,600*F 
and  may  sometimes  reach  2,000‘F,  There  is  a  potential  for  bums  due  to  human  contact 
with  the  FBPS  surfaces  and  metal  processed  in  the  FBPS.  The  FBPS  is  designed  with 
insulation  and  by  configuration  to  shield  workers  from  coming  in  contact  with  any 
surfaces  hot  enough  (over  1 10’F)  to  cause  bums. 

The  organic  material  in  the  FBPS  is  pyrolized  in  air,  but  the  quantity  of  air  does  not 
contain  sufficient  oxygen  to  convert  all  of  the  carbon  to  carbon  dioxide.  Therefore, 
carbon  monoxide  will  be  present  in  the  gases  escaping  from  the  top  of  the  hot  fluidized 
bed.  The  afterburner  will  normally  convert  the  carbon  monoxide  to  dioxide,  Since 
carbon  monoxide  is  a  colorless,  odorless  highly  poisonous  gas,  all  leaks  should  be 
avoided,  and  the  cabinet  doors  should  be  dosed  tightly.  Other  poisonous  gases,  such  as 
nitrogen  oxides  and  formaldehyde,  may  also  be  formed  by  the  pyrolysis  of  certain  paints. 

The  most  significant  worker  exposure  problem  created  by  the  FBPS  is  FBM  dust.  Under 
heavy  gas  load  conditions  (e.g.,  initial  stages  of  paint  stripping,  air  to  the  cooling  bed 
during  stripping),  copious  quantities  of  dust  can  be  emitted  from  the  FBPS  cabinet  and 
vent  system.  The  quantity  of  dust  is  proportional  to  the  gas  load  and  extent  of  vent 
system  restriction  (e.g.  plugged  cyclone). 

Dust  is  generally  only  a  nuisance  problem.  In  this  case,  the  FBM  dust  can  be  and  is 
usually  classified  as  a  "hazardous  waste"  under  40  CFR  Section  261.24.  This  is  so 
because  of  the  lead  and  chrome  containing  paints  stripped  in  the  FBPS  which  quickly 
build  up  the  concentrations  of  these  metals  in  the  bed  to  above  regulatory  acceptable 
levels  within  a  few  runs.  This  was  verified  in  the  environmental  impact  studies 
conducted  on  the  FBPS  in  April,  1991.  Therefore,  FBPS  workers  and  any  other 
workers  employed  in  the  building  housing  the  FBPS  must  be  provided  with  the 
necessary  respirators,  equipment,  and  health  monitoring  as  required  under  the  OSHA 
requirements  of  29  CFR  Section  1910.1025  for  workers  exposed  to  lead. 

Although  it  might  be  possible  to  prevent  the  FBM  reaching  hazardous  levels  by  changing 
it  after  every  few  rur»3,  this  would  be  costly  at  $1. 20/pound  of  alumina.  Frequent 
changing  of  the  FBM  would  make  an  already  costly  operation  prohibitive.  This  will 
remain  a  problem,  however,  only  as  long  as  there  is  lead-containing  paint  to  be  stripped 
from  parts,  Depot  personnel  project  this  period  to  be  approximately  five  years. 

The  FBPS  is  designed  to  safely  pyrolize  grease,  oil,  and  other  organic  matter  on  part 
surfaces,  and  to  bum  the  gaseous  pyrolysis  products  in  the  afterburner.  Overloading  the 
system  with  organic  matter  can  produce  high  temperature  excursions  that  couid  damage 
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the  afterburner.  In  addition,  overloading  the  system  with  organics  could  produce 
potentially  dangerous  emissions  of  incompletely  burned  organic  matter, 

If  the  organic  matter  is  especially  volatile  or  reactive  (for  example,  fuel  oil,  gasoline, 
munitions,  etc.)  instantaneous  overloading  of  the  system  and  explosions  are  possible.  If 
the  afterburner  is  accidently  extinguished  during  pyrolysis,  which  is  an  unlikely  incident, 
flammable  and  potentially  explosive  gases  may  accumulate  in  the  system. 

Aside  from  the  worker  safety  precautions  normally  undertaken  for  handling  heated 
corrosive  liquids  (NaOH),  the  CS  has  no  unique  safety  requirements.  The  CS  and  FBPS 
operators  are  required  to  use  and  wear  the  following  safety  equipment  at  all  times  while 
operating  the  FBPS  or  CS: 

insulated  gloves 

insulated  apron 

face  shield  and  safety  glasses 

long  sleeve  shirt  with  sleeves  completely  covering 

the  arms 

steel-toe  safety  shoes. 


3.3  Hazardous  Waste  Generation 

3.3.1  Quantities  and  Types 


The  paint  used  on  older  military  equipment  often  contains  lead  compounds  and/or 
chromium  compounds  as  pigments.  In  addition,  some  painted  parts  have  been  plated 
with  cadmium  or  chromium.  In  certain  processes  some  or  all  of  the  formulated  and/or  the 
plated  metal  may  be  removed.  These  metal  compounds  are  toxic  substances  that  are 
regulated  by  the  U.S.  EPA  as  hazardous  waste,  Therefore,  even  though  there  are  no 
toxic  solvents  or  reactants  in  the  process,  some  hazardous  waste  will  still  be  generated 
upon  paint  removal. 

A  mass  balance  conducted  around  the  FBPS  found  that  the  heavy  metals  did  not 
concentrate  in  air  emissions  or  water  effluents  sufficiently  to  classify  these  streams  as 
"hazardous."  However,  heavy  metals  were  found  to  concentrate  in  the  FBM  after  only 
three  runs. 

Approximately  18,000  pounds  per  year  of  FBM,  containing  toxic  quantities  of  cadmium, 
chromium,  and  lead,  will  be  disposed  of  as  a  result  of  FBPS  operations.  This  is 
compared  to  approximately  3,000  pounds  per  year  of  NaOH  sludge  containing  heavy 
metals  and  organics  from  the  CS. 


3.3.2  Other  Means  to  Depainting  Waste  Reduction 
Molten  Salt  Bath  Cleaning  System 
Process  Description 

The  molten  salt  bath  cleanin?  process  completely  removes  paints,  powder  coatings, 
organics,  polymers  and  residue  from  metal  parts.  At  bath  temperatures  within  the  range 
of  600  to  lOdO'F  tnos!  surface  materials  dissociate  and  are  released  from  the  molten  bath 
surface  as  decomposition  products.  Some  of  these  products  may  inter-react  with  the 
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constituents  of  the  molten  bath  to  produce  a  clean  surface  free  of  all  organic 
contamination.  By  varying  the  chemistry  and  temperature  of  the  molten  bath,  the  reaction 
rate  is  controlled,  thus  avoiding  thermal-chemical  damage  to  the  product  being  cleaned. 

The  molten  bath  chemistry  is  selected  for  a  given  application  and  consists  of  a  nitrate, 
caustic,  and  other  additions  to  enhance  the  reaction  process.  While  most  of  the  reaction 
products  are  volatile,  the  volatile  gases  (if  combustible)  will  ignite  and  bum  off  the  bath 
surface  under  controlled  conditions,  As  a  result  of  the  reaction  between  the  molten  salt 
and  the  organic  material,  the  molten  bath  becomes  contaminated  with  carbonates, 
pigments,  and  inert  materials.  These  contaminations  may  exist  as  soluble  products,  as 
suspended  particles,  or  as  a  precipitated  product.  If  not  removed,  these  contaminations 
will  reduce  the  cleaning  efficiency  of  the  molten  bath.  Specially  designed  equipment  is 
available  to  continuously  remove  these  contaminants. 


Results 

Test  batches  were  run  at  600,  700  and  800*F  for  2.5  minutes,  2  minutes  and  1  minute, 
respectively.  A  combination  of  aluminum  and  steel  panels  and  parts  were  stripped. 

Paints  and  organics  were  completely  removed  from  the  aluminum  panels.  The  surface 
hardness  of  these  panels  was  measured  before  and  after.  These  results  are  shown  in 
Table  19. 

It  was  concluded  that  although  the  molten  bath  cleaning  system  can  remove  paint  and 
organics  very  quickly  (in  minutes),  exposure  of  the  aluminum  to  the  high  temperatures  is 
still  sufficient  to  reduce  hardness  in  the  panels.  This  is  unacceptable  to  LEAD  and 
eliminates  the  molten  bath  cleaning  system  as  a  viable  alternative  process  for 
paintstripping  of  aluminum  parts. 

Likewise,  the  molten  bath  completely  removed  paint  and  organics  from  the  steel  panels. 
However,  it  did  not  remove  rust  and,  at  higher  temperatures,  formed  black  oxide  on  the 
surface  of  the  panels.  This  characteristic  renders  the  molten  bath  cleaning  system 
unacceptable  for  stripping  paint  from  the  steel  parts  at  LEAD  because  the  addition  of  a 
rust  removal  step  into  the  molten  bath  process  would  defeat  the  purpose  of  adopting  the 
process  as  an  alternative  to  the  CS. 


3.4  Conclusions 

The  objective  of  this  study  is  to  evaluate  the  viability  of  the  FBPS  as  a  method  of 
removing  paint  from  metal  parts  at  Army  depots  to  compare  the  operability,  economic 
performance  and  environmental  impact  of  the  FBPS  with  existing  paint  removal  systems 
and  to  derive  conclusions  regarding  the  appropriateness  of  replacing  existing  paint 
removal  systems  with  the  FBPS, 

The  following  conclusions  were  derived  from  this  study: 

Conclusion  1: 

The  KBPS  Is  uai,  a  suitable  replacement  for  chlorinated  solvent  stripping 
systems  currently  used  to  remove  paint  from  aluminum  and  aluminum 
alloy  parts  at  Army  Depots. 
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Table  19 

Molten  Salt  Bath  Cleaning  System 
.  Aluminum  Hardness  Results 


Aluminum 

Alloy 

Temperature 

•F 

Time  in 
Bath 

R 

. R . . 

5052-H32 

-  Wr  ~ 

2.5  min 

15.4 

11.8 

\* 

TOO 

2  min 

'  15.4 

5.6 

TUB — 

1  min 

. 110 

6061-T6 

609 

2.5  min 

53.1 

18.6 

700' 

1  min 

ttt* 

ii.3 

‘  i 

806 

6.9 

6.9 
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Basis:  This  study,  in  conjunction  with  a  similar  study  conducted  at  RRAD,  found  thai 
aluminum  and  aluminum  alloy  parts  when  exposed  to  the  700  ■  800’F  temperatures  of  the 
FBPS  for  the  1-2  hours  residence  time  required  to  pyrolize  paint  lost  essentially  all  of 
their  hardness  or  temper.  It  is  possible  to  restore  this  property  through  the  addition  of  a 
heat  treatment  step  in  the  repainting  process  at  the  depot  but  this  has  been  deemed 
impractical  by  DEsCOM  personnel. 

A  preliminary  evaluation  of  the  Molten  Salt  Bath  as  a  paint  removal  alternative  confirmed 
this  conclusion  regarding  effect  of  temperature  on  aluminum  hardness  and  gave  some 
indication  as  to  how  temperature  sensitive  aluminum  parts  are.  Exposure  of  aluminum  to 
a  temperature  of  600*F  for  only  2.5  minutes  caused  a  65  percent  hardness  reduction. 
Exposure  to  800'F  for  only  1  minute  caused  an  87  percent  reduction. 

Conclusion  2: 

The  FBPS  can  be  used  to  remove  paint  from  non-aluminum  and  non-heat 
sensitive  parts  but  the  cost  is  an  order  of  magnitude  greater  to  operate  that 
its  alternative  for  this  purpose,  the  Caustic  Stripping  Process  or  CS, 

Basis:  The  FBPS  cost  $4.06  per  part  cleaned  as  compare  to  $.31  per  part  for  the  CS. 
This  disparity  is  due  to  the  fact  that  the  FBPS  is  more  labor  intensive  and  energy 
consumptive  than  the  CS.  Even  the  optimized  scenario  for  the  FBPS  would  result  in  a 
cost  of  $2.80  per  part  processed. 

The  FBPS  requires  72%  more  labor  due  to  greater  handling  requirements  and  the  need 
for  more  operator  attention.  The  FBPS  also  consumes  more  energy  in  the  form  of 
electricity  and  propane  gas  due  to  the  greater  number  of  motors  incorporated  into  the 
system  and  high  thermal  requirements  both  for  heating  and  pyrolysis  of  paints  and 
combustion  of  unbumed  gases, 

Conclusion  3: 

In  the  course  of  removing  paints,  coatings,  or  platings  containing  toxic 
metals  (e.g.,  lead,  chromium,  cadmium),  the  FBPS  will  cause  the  FBM  to 
become  a  "hazardous"  substance. 

Basis:  Although  the  FBPS  does  not  incorporate  toxic  solvents  or  materials  in  its  paint 
removal  process,  it  does  remove  heavy  metals  formulated  in  paints  and  contained  in 
coatings  and  platings  from  the  surface  of  parts  and  deposit  them,  to  some  extent,  into  the 
FBM.  The  exact  mechanism  for  each  metal  is  not  defined  but  significant  increases  in 
toxic  metals  concentration  in  the  FBM  have  been  observed  after  only  three  FBPS  runs. 
There  is  no  question  that  the  pyrolysis  of  paints,  coatings,  or  platings  containing  toxic 
metals  in  the  FBPS  will  result  in  fluid  bed  material  which  exceeds  the  regulatory  limits  of 
40  CFR  261 .24  for  the  ..letals,  This  will  cause  the  FBM  to  be  classified  as  a  hazardous 
waste.  Of  course,  this  will  become  less  of  a  problem  as  the  presence  of  paints  containing 
lead  and  chrome  diminish  but  must  be  taken  into  consideration  until  such  time. 

A  mass  balance  conducted  around  the  FBPS  during  its  operation  determined  that  the 
FBM  containing  toxic  metals  as  well  as  the  toxic  metals  themselves  are  not  found  in  any 
significant  concentrations  in  either  the  stack  gases  or  effluent  water  to  the  1WTP. 
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Conclusion  4: 


In  the  course  of  removing  paints,  coatings,  and  platings  containing  toxic 
metals,  the  FBPS  will  generate  more  solid  hazardous  waste  requiring 
disposal  than  the  CS. 

Basis:  As  stated  in  the  basis  for  Conclusion  3  above,  the  FBPS  will  generate  toxic  metal- 
contaminated  FBM  in  the  course  of  treating  paints,  coatings  and  platings  containing  toxic 
metals,  It  is  estimated  that  the  resulting  solid  hazardous  waste  requiring  disposal  will 
amount  to  about  20,000  pounds  per  year  as  compared  to  the  3,000  pounds  per  year  of 
caustic  sludge  from  the  CS  requiring  disposal. 

Conclusion  5: 

FBPS  workers  and  any  workers  In  the  building  containing  the  FBPS  will 
be  subject  to  OSHA  requirements  for  employees  exposed  to  lead  under  29 
CFR  1910.1025. 

Basis:  As  stated  in  the  bases  for  Conclusions  3  and  4,  when  the  FBPS  removes  paints, 
coatings  or  platings  containing  lead,  the  FBM  rapidly  increases  in  lead  concentration  and 
exceeds  the  threshold  defining  it  to  be  a  hazardous  waste  within  the  first  few  runs. 

This  means  that  the  dust  emitted  from  the  FBPS  cabinet  is  not  only  a  hazardous  waste  by 
definition  but  contains  high  concentrations  of  lead.  Although  ambient  air  monitoring  was 
not  conducted  during  this  study,  the  concentration  of  lead  In  the  dust  and  the  quantity  of 
dust  emitted  from  the  FBPS  would  lead  to  an  expectation  of  potential  operator  exposure 
in  excess  of  the  action  level  of  30  micrograms  per  cubic  meter  of  air  averaged  over  an  8- 
hour  period  and  possibly  as  high  as  the  permissible  exposure  limit  of  50  micrograms  per 
cubic  meter. 

In  any  case,  the  dust  must  be  considered  as  a  hazardous  material  containing  lead  and 
handling,  monitoring  and  personal  protection  procedures  as  required  by  29  CFR 
1910.1025  should  be  implemented  for  all  workers  employed  in  any  building  housing  the 
FBPS. 
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SECTION  I.  INTRODUCTION 


This  test  plan  provides  specific  information  regarding  evaluation  of  the  fluidized  bed 
paint  stripper  (FBPS)  at  the  Letterkenny  Army  Depot  (LEAD).  Included  is  a  brief 
introduction  on  how  the  fluidized  bed  works,  a  discussion  of  the  test  objectives,  and 
specific  test  procedures  and  methodologies.  The  U.S.  Army  Toxic  and  Hazardous 
Material  Agency  (USATHAMA),  through  its  contractor,  International  Technology, 
Environmental  Programs  (ITEP)  will  test  and  evaluate  a  Procedyne  Corporation  FBPS  at 
the  LEAD.  The  FBPS  Is  a  production  unit  used  to  remove  paint,  oils,  and  greases  from 
metal  parts  by  immersing  the  parts  In  a  fluidized  bed  of  aluminum  oxide  granules 
maintained  at  temperatures  high  enough  to  pyrolyze  organic  matter.  Typical  temperatures 
range  from  700  to  1,000  °F  with  residence  times  in  the  bed  of  approximately  one-two 
hours.  There  is  insufficient  oxygen  in  the  bed  to  support  complete  combustion. 
Therefore,  organic  matter  on  the  parts  and  In  the  coatings  (paints  and  primers)  are 
pyrolyzed  In  the  FBPS  to  hydrocarbons,  carbon,  and  carbon  monoxide.  An  In-line 
gas-fired  Incinerator  burns  the  carbon  monoxide  and  hydrocarbon  gases  formed.  The 
products  of  combustion  are  exhausted  through  a  water  quench  scrubber  to  the 
atmosphere. 

During  the  pyrolization,  the  binders  (organic  compounds)  In  the  paints  and  primers 
are  destroyed.  Onoe  the  binders  are  destroyed,  the  part  is  left  coated  with  a  loosely 
adhering  char  composed  of  carbon  and  inorganic  paint  pigmente.  The  char  Is  removed 
using  a  low-energy  shotblaster  or  other  removal  techniques,  leaving  the  part  ready  for 
recoatlng. 

The  FBPS  is  an  alternative  to  liquid-based  paint  stripping  systems.  Presently,  a  hot 
casutic  soda  (sodium  hydroxide,  NaOH)  bath  Is  used  to  remove  old  paint  from  steel 
parts.  In  this  process,  the  pieces  must  first  be  degreased  in  a  trlchloroethane  bath  and 
dried  before  caustic  treatment.  Solvent-based  paint  stripping  systems  that  use  methylene 
chloride  or  other  chlorinated  solvents  have  been  used,  but  this  process  Is  not  Installed 
at  LEAD.  The  solvents  physically  swell  and  destroy  the  binding  properties  of  the  organic 
materials  in  the  paint.  Once  destroyed,  the  remaining  coating  material  Is  removed  with 
washing  action  or  shotblasting  before  recosting. 

The  caustic  soda  process  destroys  the  binding  materials  (organic  polymers)  In  the 
paints  to  release  the  pigments  and  other  components  as  dissolved  materials  and  fine 
particles.  The  process  Is  limited  to  chemically  stable  materials  such  as  steel  and  stainless 
steel;  the  caustic  will  corrode  aluminum,  zino,  and  magnesium.  The  particles  separate 
as  a  sludge  which  must  be  classified  under  federal  taws  as  a  hazardous  waste.  The 
sludge  and  waste  solution  Is  contaminated  with  toxic  lead,  chromium  and,  possibly, 
cadmium  compounds  that  make  up  part  of  the  paints.  Because  of  the  toxicity,  it  is 
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hazardous  and  very  costly  to  properly  dispose  of  the  sludge  and  depleted  caustic 
solution. 

Chlorinated  paint  stripping  solvents  are  toxlo  and  volatile.  Methylene  chloride,  the 
most  commonly  used  solvent,  Is  especially  volatile  (boiling  point  40  °C  or  104  °F).  The 
chemical  paint  stripping  process  and  the  solvent  process  both  generate  sludge.  The 
sludge  consists  of  stripped  coatings  and  salts  of  materials  used  in  the  process,  solvents 
or  caustic  soda.  The  sludge  is  listed  as  a  categorical  hazardous  waste  and  must  be 
disposed  of  as  such.  ITEP  and  USATHAMA  believe  that  installation  of  the  FBPS  may 
reduce  atmospheric  releases  of  stripper  compounds  (mostly  chlorinated  solvents)  and 
reduce  the  volume  of  hazardous  wastes  requiring  disposal.  Therefore,  the  objective  of 
this  test  program  Is  to  evaluate  the  use  of  a  FBPS  to  determine  If  the  process  will  reduce 
hazardous  waste  while  satisfactorily  removing  coatings  (or  assisting  removal)  and  facilitate 
reuse  of  parts  at  the  LEAD. 

A  FBPS  Is  an  alternative  to  ohemioal  paint  stripping.  However,  the  FBPS  uses  high 
temperatures  that  may  affect  properties  of  certain  parts  (temper,  hardness,  metallurgy, 
physical  dimensions  etc.).  A  companion  program  at  Red  River  Army  Depot  will  address 
the  effect  of  high  temperatures  and  rapid  cooling  on  metal  properties.  Preliminary  studies 
have  shown  that  aluminum  alloys  are  adversely  affected  by  the  timperatures  reaohed  in 
the  unit  (see  J.  E.  Spessard,  Memorandum  To:  Project  File,  March  28, 1990).  Therefore, 
this  project  at  LEAD  will  concentrate  on  determining  the  FBPS’s  usefulness  as  a 
cost-effective,  hazardous  waste  minimization  process.  This  test  plan  defines  hew  this  will 
be  done. 

The  test  plan  Is  a  fluid  document  that  will  be  revised  as  the  testing  progresses. 
This  is  Revision  No.  1.  The  test  plan  will  be  maintained  in  a  loose-leaf  binder  and 
periodically  updated.  Distribution  of  the  document  is  controlled  and  each  copy  numbered 
and  assigned  to  a  specific  user.  Updates  will  be  issued  on  an  as  needed  basis  to  the 
plan  holders.  The  plan  holders  will  be  responsible  for  replacing  the  revised  pages  and 
removing  and  discarding  replaced  pages.  Each  page  will  be  identified  by  revision 
number,  section,  page  number,  and  revision  date.  A  revision  history  Is  Included  In  the 
Preamble. 
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SECTION  II.  OBJECTIVES  OF  THE  TEST  PLAN 

The  objectives  of  these  tests  at  LEAD  are: 

•  To  determine  the  economics  of  operating  the  FBPS  for  various 
parts/coating  systems. 

•  To  determine  the  impact  on  the  environment  of  operating  the  FBPS. 

The  economics  of  operating  the  FBPS  are  to  be  analyzed  to  compare  this  process 
with  the  present  caustic  stripping  process  or  any  other  new  proposed  process.  To  make 
this  analysis  we  plan  to  make  test  runs  with  the  unit  to  determine  its  method  of  operation 
and  to  obtain  energy  and  materials  useage  data.  The  generation  of  hazardous  waste 
may  be  a  significant  cost  factor  because  of  disposal  or  treatment  costs.  The  same  toxic 
components  In  the  paint  and  metal  parts  (lead,  chromium,  and  cadmium  compounds)  will 
accumulate  in  the  process  and  must  be  properly  disposed. 

The  Impact  of  operating  the  FBPS  on  the  environment  must  be  evaluated  as  a 
comparison  to  other  methods  of  paint  stripping  and  to  determine  If  any  unacceptable 
environmental  hazards  are  created.  The  FBPS  may  generate  hazardous  air  emissions 
from  unburned  organics  or  particulates  which  may  escape  the  in-line  incinerator.  Either 
one  or  both  of  these  Items  may  not  be  acceptable  under  state  air  regulations.  Also, 
because  of  the  old  paints  to  be  stripped,  the  particulates  may  contain  toxic  heavy  metal 
compounds.  Water  from  the  unit  (used  mostly  to  quench  the  products  of  combustion ) 
may  contain  toxic  components  that  may  not  be  acceptable  to  LEAD'S  industrial  water 
treatment  plant.  Finally,  the  fluidizing  material  (  specified  by  Procedyne  as  aluminum 
oxide )  will  become  contaminated  with  heavy  metal  compounds.  As  the  fluidizing  material 
loses  Its  effectiveness  it  will  have  to  be  discarded.  The  presence  of  heavy  metals 
probably  will  cause  the  discarded  material  to  be  classified  as  a  hazardous  waste.  Each 
of  these  effluents  will  be  sampled  and  tested  to  determine  the  extent  of  the  hazard. 

* 

A.  Comparative  Economics  of  Operating  the  FBPS 

An  economic  analysis  will  be  made  to  determine  the  cost  of  operating  the  FBPS 
and  the  caustic  soda  paint  stripping  system  (CSPS).  For  our  analysis  data  on  the  cycle 
times,  labor  rates,  energy  costs,  raw  material  costs,  and  costs  of  waste  disposal  or 
treatment  will  be  gathered.  Treatment  times  for  the  FBPS  will  be  obtained  from 
Procedyne  operating  manuals  and  operability  tests  (see  Section  II),  while  the  treatment 
times  for  the  CSPS  will  be  obtained  from  LEAD  personnel.  Energy,  labor  rates,  and  waste 
disposal/treatment  costs  will  be  obtained  from  LEAD'S  engineering  and/or  accounting 
departments.  Raw  materials  costs  will  be  obtained  from  vendor's  or  government  supply 
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contracts. 

A  detailed  comparison  of  the  costs  of  operating  the  FBPS  system  versus  the  CSPS 
system  will  be  made.  Variations  in  the  methods  of  operating  these  systems  will  be 
considered.  These  variations  may  include  techniques  to  optimize  the  system,  methods 
to  minimize  the  hazardous  waste,  and  limits  on  the  types  of  parts  to  be  stripped. 
Estimates  of  operating  other  paint  stripping  systems  of  interest,  such  as  molten  salt  baths 
or  solvent  based  systems  will  be  obtained  from  vendors  where  possible.  Captlal  costs 
will  not  be  included  in  these  cost  comparisons. 

B.  Environmental  Impact  of  Operating  the  FBPS 

The  FBPS  is  equipped  with  an  emissions  control  system  to  minimize  environmental 
emissions.  The  system  has  two  components,  an  afterburner  to  burn  hydrocarbons  and 
the  pyrolysis  products  and  a  wet  quench  to  reduce  stack  gas  temperatures,  which  may 
reduce  the  particulate  emissions.  The  afterburner  is  a  propane  gas  fired  combustion 
chamber  designed  to  incinerate  all  combustible  materials  and  convert  them  to  water  vapor 
and  carbon  dioxide.  If  the  afterburner  efficiency  is  not  adequate,  unburned  hydrocarbons 
may  exit  the  outlet  stack. 

Because  the  emission  control  system  can  control  only  a  limited  amount  of  the 
environmental  emissions,  It  imposes  limits  on  the  amount  and  kind  of  materials  that  may 
be  safely  charged  into  the  FBPS.  The  quench  scrubber  has  limitations  on  the  kind  and 
quanity  of  material  that  It  can  effectively  control.  Particulates  from  the  paint  stripping  may 
contain  toxic  heavy  metal  compounds  because  such  metals  are  contained  in  old  military 
paints  or  they  may  be  generated  by  heat  from  platings  used  on  parts. 

Cadmium  and  zinc  are  common  plating  metals  used  on  parts  planned  for 
processing  In  the  FBPS.  At  normal  bed  temperatures,  these  metals  might  volatilize 
and/or  oxidize  and  leave  the  bed.  In  the  afterburner  any  metal  vapors  might  be 
converted  to  oxides  and  pass  to  the  quench  scrubber.  The  scrubber  is  expected  to  have 
a  low  collection  efficiency  on  the  metal  oxide  particles  found  In  the  process.  To  keep 
emissions  of  these  oxides  to  reasonable  levels  the  amount  of  the  metals  charged  into  the 
FBPS  must  be  controlled. 

Lead  and  chromium  compounds  are  also  used  In  coatings  processed  In  the  FBPS. 
The  fate  of  these  metals  will  be  determined  during  the  project.  It  Is  theorized  that  most 
of  these  metals  will  remain  with  the  char  on  the  parts;  however,  even  a  minor  percentage 
of  these  toxic  materials  expelled  into  the  air  may  be  of  regulatory  concern.  Accidental 
releases  to  adjacent  areas  may  be  hazardous  to  workers  employed  at  LEAD. 
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Soma  of  tha  toxic  matals  or  organica  In  the  stack  aftarburnar  affluent  will  ba 
ramovad  from  tha  stack  gases  by  tha  quench  water.  These  materials  will  then  enter 
LEAD'S  industrial  water  treatment  plant  ( IWTP  ).  Tha  toxic  or  hazardous  solids  that 
remain  In  the  char  will  contaminate  tha  fluidizer  bad  material  ( FBM ).  If  tha  heavy  matals 
or  certain  organics  are  found  to  ba  extractable  from  tha  FBM  by  tha  TCLP  test  prescribed 
by  the  US  Environmental  Protection  Agency  the  spent  FBM  will  have  to  be  stored,  treated, 
and/or  disposed  of  as  hazardous  waste.  The  TCLP  teat  Is  the  Toxicity  Characteristic 
Leaching  Procdeure  (see  Federal  Register  55:  11798-11877,  March  29,  1990)  that 
measures  the  concentration  that  results  upon  extracting  a  waste  with  an  acidic  aqueous 
solution. 

To  obtain  the  data  for  determination  of  the  Impact  of  operating  the  FBPS  on  the 
environment,  paint  stripping  tests  will  be  made  as  descrlbd  in  Section  III.  Specially 
prepared  test  panels  will  be  used  to  insure  that  known  amounts  of  toxic  materials  will  be 
present  in  the  unit.  Larger  quantities  of  lead-containing  paint  than  would  represent 
normal  loading  will  be  used  to  insure  that  measureable  concentrations  of  toxic  materials 
will  be  present.  Samples  will  be  taken  from  the  stack  gases,  from  the  quench  water,  and 
of  the  FBM. 

The  results  of  the  tests  will  be  used  to  prepare  operating  Instructions.  The 
operator  will  be  responsible  for  regulating  the  quantity  of  these  metals  charged  into  the 
bed.  Suspect  parts  will  be  visually  Inspected  to  determine  If  they  do  or  could  have 
plating.  If  the  part  Is  suspect  It  will  be  treated  as  If  It  Is  plated.  The  operator  will 
determine  how  many  of  the  particular  parts  can  be  charged  to  the  FBPS  and  limit  the 
charge  to  that  amount.  The  project  manager  and  staff  will  work  with  the  FBPS  operator 
to  develop  specific  written  Instructions  for  controlling  the  amount  of  cadmium  and  zinc 
charged  In  the  FBPS. 


SECTION  III.  OPERATIONAL  TESTS 
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Operating  tests  of  the  FBPS  were  made  on  January  17th  and  February  14th,  1991 . 
The  project  team  from  ITEP,  Mr.  Ron  Jackson  of  USATHAMA,  and  Dennis  Reed  of  LEAD 
participated  in  these  teats.  The  orignal  test  plan  (#0,  August  1990)  along  with  the 
operating  manuals  provided  by  tht  Procedyne  Corporation  were  used  as  a  guide.  The 
"Operating  Instruction"  sections  of  Procedyne’s  Manuals  are  attached  as  Appendix  A  to 
this  Test  Plan. 

Although  the  operating  instructions  are  in  Appendix  A,  the  general  steps  for 
operating  the  FBPS  are  outlined  below. 

1.  Preparation  (2-3  hours  before  stripping) 

a.  With  power  off,  fill  (if  needed),  or  add  to,  the  furnace  retort  and  quench  bath 
enough  aluminum  oxide  fluidizing  media  (ISO  mesh)  to  make  the  depth  of 
48  inohes. 

b.  Check  the  following:  1)  that  propane  supply  Is  adequate,  2)  all  gas  and 
liquid  lines  are  tight,  3)  plant  air  and  water  are  available,  4)  that  the  gas 
outlet  ducts  are  not  dogged  and  that  the  cyclone  and  fines  pot  is  empty. 

c.  Turn  on  the  power  at  the  main  control  board. 

d.  Close  the  cabinet  doors  on  the  unit  and  adjust  the  fluidizing  air  ( the  FBM 
should  appear  to  "boil"  in  a  rolling  manner). 

e.  Turn  on  the  furnace  power. 

t.  Allow  the  fulldlzer  bed  to  reach  the  prescribed  temperature  (controlled  by 
the  instrument  set-point)  •  reduce  the  air  flow,  Incrementally,  to  prevent 
toss-out  of  the  FBM  as  the  temperature  Increases. 

2.  After-burner  (AB)  start-up. 

Start-up  the  after-burner  by  carefully  following  Procedyne's  instructions  (see 

diagram ).  Generally,  1)  start  the  AB  before  any  paint  stripping  is  done;  2)  turn  on 

the  exhaust  blower;  3)  turn-on  and  adjust  the  water  to  the  cooler;  4)  turn-on  main 

gas  line,  power  switch,  and  start  switch;  5)  allow  temperature  to  reach  1400  °F; 

6)  adjust  air  damper  to  maintain  temperatures  of  1400-1600  °F. 
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WABM1NQS: 

•  Start  the  exhaust  blower  and  quench  water  before  Igniting  the  flame. 

•  If  the  burner  is  accidentally  extlngushed  (an  unlikely  ocurrence,  usually 
caused  by  no  propane  fuel)  during  a  cleaning  cycle.  DO  NOT  ATTEMPT  TO 
RE-IQNITE  THE  FLAME,  because  an  over-pressure  or  explosion  may  result. 
Continue  operation  of  the  furnace,  fluldlzer  air,  and  exhaust  blower.  ( This 
will  exhaust  smoke  and  possibly  flammable  gasee  up  the  staok. )  A  rapid 
restart  of  the  flame  may  be  possible  under  certain  operating  conditions 

•  see  the  Procedyne  manual  for  Instructions. 

•  The  after-burner  is  designed  for  continuous  operation  at  1400-1600  °F.  If 
the  after-burner  temperature  approaches  2000  °P,  the  after-burner  limit 
circuit  will  automatically  turn  the  FBPS  fluidizing  air  off.  To  safely  continue 
the  operation:  PQNflT  TURN.AFTERBURNER  OFF,  DQ.ttQI.  UFT  COMER* 
DO  NOT  SHUT  DOWN  FURNACE.  DO  NOT  SHUT  DOWN  THE  OFF-GAS 
DILUTION  SYSTEM.  AND  DQ  NOT  SHUT  DOWN  THE  BLOWER.  The  AB 
should  slowly  decrease  In  temperature,  but  the  system  will  still  conduct 
smoke  from  the  system  and  out  of  the  building.  The  fluldlzer  air  may  be 
safely  restarted  after  the  AB  temperature  le  below  1600  °F.  (This  condition 
Indicates  that  too  much  paint  or  other  organics,  such  as  rubber  coatings, 
was  charged  to  the  unit.  Parts  charged  must  be  better  controlled  In 
subsequent  batches.) 

3.  Cleaning  cycle 

a.  Load  painted  parts  into  the  fluldlzer  basket  ( see  the  Procedyne  manual  for 
loading  arrangement). 

b.  Open  the  cabinet  doors,  transfer  the  basket  Into  the  cabinet,  close  the 
doors,  and  lower  the  basket  into  the  hot  fluidized  bed. 

c.  Adjust  the  air  supply  to  the  AB  as  the  pyrolysis  begins  •  this  adjustment, 
usually  a  reduction,  prevents  an  overpressure  in  the  cabinet.  The 
overpressure  will  cause  smoke  to  escape  Into  the  building. 

d.  When  the  pyrolysis  Is  complete  (tests  during  start-up  of  this  unit  will  be 
required  to  determine  the  prescribed  stripping  time  for  the  process.)  remove 
the  basket  from  the  retort  and  lower  It  Into  the  fluldLed  quench  bed. 


e.  When  the  parts  are  cooled  to  150  °F  or  lower,  remove  the  basket  from  the 


quench  bed,  open  the  cabinet,  blow  excess  FBM  from  the  parts,  and 
transfer  the  basket  out  of  the  cabinet, 


4.  Shot-blast  cleaning 

The  basket  is  transfered  Into  the  low  energy  shot-blast  unit.  This  cleaning 

operation  is  performed  according  to  Pangborn's  operating  manual. 

Four  loads  of  parts  were  stripped  during  these  two  tests.  The  paint  removal,  and  rubber 
coating  removal,  appeared  to  be  adequate.  We  judged  that  these  parts  would  be  ready 
for  repainting,  but  some  plated  parts  (probably  plated  with  cadmium  or  zinc  )  showed 
melted  beads  of  metal  on  the  surface.  We  did  find  that  alr-flcw  to  the  after-burner  must 
be  carefully  controlled  by  adjusting  the  dampers  to  prevent  smoke  release  into  the 
building.  Also  the  outlet  system  must  be  checked  before  operating  because  the  media 
Is  easily  carried  over  into  the  cyclone  and  fines  pot.  In  the  first  February  test,  this  system 
was  full  from  the  earlier  operation;  the  FBM  blocked  the  gas  effluent  duct,  and  large 
amounts  of  smoke  were  expelled  Into  the  building.  Before  the  second  run  that  day  the 
FBM  was  removed,  and  the  smoke  was  exhausted  as  designed. 


H*vl»ion  No,  2 
Soetton  No.  IV 
P»qo  1  ol  2 
Dot*  Movlflfll 

SECTION  IV.  ENVIRONMENTAL  EFFLUENT  TESTS. 


The  environmental  effluent  tests  will  be  made  by  operating  the  FBPS  as  described 
in  the  Prooedyne  manuals  with  the  modifications  described  above  in  Section  III.  Specially 
prepared  and  painted  steel  and  aluminum  test  panels  will  be  used  to  provide  painted 
surfaces.  Separate  cadmium  plated  and  zinc  phosphated  steel  pieces  will  be  Included 
to  provide  a  source  of  those  metals.  Yellow  enamel,  formerly  meeting  military 
specifications,  that  contains  lead  chromate  (see  Appendix  B  for  composition)  will  be  used 
as  the  paint  in  these  tests.  The  samples  of  the  gases,  water,  and  FBM  will  be  taken  and 
analyzed  as  described  In  "ATMOSPHERIC  EMMISSION  SITE  TEST  PLAN  AND  QUALITY 
ASSURANCE  PROJECT  PLAN  FOR  FLUIDIZED-BED  PAINT  REMOVAL 
DEMONSTRATION  TESTS,  LETTERKENNY  ARMY  DEPOT,  CHAMBERSBURG, 
PENNSYLVANIA",  by  IT  Air  Quality  Servces,  PN  805644  (ITAQS)  that  Is  attached  to  this 
Test  Plan.  The  teat  panel  preparation  and  FBSS  operation  are  described  below. 

A.  Teat  Panel  Preparation 

1)  Painted  panels.  The  steel  and  aluminum  test  panels  were  prepared  under  the 
direction  of  Mr.  Dennis  Reed  at  LEAD.  The  panels  were  cut  from  metal  stock.  All 
were  4  In.  by  8  In.  by  approximately  0.025  In.  thick,  and  the  corners  were  rounded, 
with  a  radius  of  1.25  In.  A  small  hole  was  cut  near  the  narrow  end  of  each  panel. 
The  panels  were  labelled  with  a  vibratory  stylus  In  groups  of  10;  that  Is,  the  first  ten 
were  labelled  "A",  the  next  ten,  "B",  etc.  The  batches  of  panels,  along  with  ten 
hooks  (  steel  paper  clips  ),  were  then  weighed  to  a  precision  of  0.1  gram.  On 
March  22nd,  1991  the  labels  were  covered  with  a  small  piece  of  masking  tape  and 
a  thick  coating  of  paint  was  applied  by  an  LEAD  operator  with  the  use  of  the  Depot 
spray  booth  and  spraying  equipment.  The  220  panels  were  partially  dried  In  the 
shop  drying  oven.  ITF.P  personnel  and  Mr,  Jackson  from  USATHAMA  observed 
and  assisted  this  operation.  After  the  the  paint  had  dried  for  three  days  the 
masking  tape  was  removed  and  each  batch,  with  hooks,  was  weighed  again  (see 
Appendix  C,  for  the  data).  Paint  loadings  varied  from  29  to  65  grams  per  batch. 

2)  Plated  panels.  Steel  panels,  4  In.  by  8  In.,  thin  guage,  squared  corners,  were 
plated  with  cadmium  at  Red  River  Army  Depot  under  the  direction  of  Mr.  Ed 
Hanna.  Plating  thicknesses  were  reported  to  be  0.3  mil  to  1.0  mil. 

B.  Test  Procedure 


The  sampling  and  FBSS  cycle  are  described  In  the  ITAQS  test  plan;  the  FBSS  will 
be  operated  as  described  In  Section  II.  The  procedures  to  measure  the  test 
panels  are  described  below. 
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The  FBPS  has  not  been  operated  with  this  quantity  of  paint  in  tests  to  date. 
Therefore,  we  plan  to  strip  painted  scrap  parts  in  the  FBPS  before  performing  the  effluent 
testing.  For  this  test,  the  parts  will  be  stripped  In  the  fluidized  bed  for  approximately  60 
minutes  at  800  °F,  The  result  of  this  test  will  be  used  to  judge  the  smoke  handling 
capability  of  the  unit.  Based  on  the  above  preliminary  test,  we  will  determine  the  number 
of  panels  to  be  oharged  Into  the  basket  for  the  effluent  tests. 

For  each  of  the  two  or  three  effluent  tests,  four  to  six  batches  of  painted  test 
panels,  several  cadmium  plated  panels,  end  several  zinc  phosphated  panels  will  be  hung 
on  a  mesh  cage  various  levels,  from  bottom  to  top.  The  paint  will  be  stripped  as 
described  in  Section  II  and  in  the  ITAQS  Test  Plan.  After  completion  of  the  process,  each 
batch  of  panels  will  be  weighed  (to  0.1  g.)  after  they  are  cooled  to  room  temperature.  If 
time  permits,  weights  of  the  batches  after  the  stripping  step,  but  before  the  sand-blast 
cleaning  will  also  be  obtained.  The  appearance  of  the  panels  will  be  recorded.  The  loss 
of  weight  will  determine  the  amount  of  paint  and/or  metal  that  Is  removed  in  this  process. 
The  results  can  then  be  used  to  calculate  the  quantities  of  hazardous  materials  that  enter 
the  FBSS.  The  results  of  chemical  analysis  on  the  effluents  will  then  allow  us  to  estimate 
the  fate  of  the  hazardous  components. 
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SECTION  I.  GENERAL 


This  safety  plan  is  for  the  Procedyne  fluidized  bed  paint  stripping  system  (FBPS). 
It  is  intended  to  provide  instructions  on  how  to  work  safely  around  the  equipment  for  all 
persons,  including  Letterkenny  Army  Depot  (LEAD)  employees  responsible  for  operating 
and  maintaining  the  system, 

The  safety  plan  supplements  rather  than  replaces  other  safety  requirements  for 
LEAD,  the  building,  and  the  building  area.  All  other  safety  requirements  are  Included  by 
general  reference.  For  example,  safely  operating  the  FOPS  does  not  require  hearing 
protection.  However,  if  hearing  protection  were  required  in  the  area,  then  by  reference 
employees  operating  and  maintaining  the  FBPS  would  also  be  required  to  use  hearing 
protection.  Safe  operation  of  the  FBPS  does  involve  lifting  heavy  metal  parts.  Thus,  by 
reference  employees  working  on  the  FBPS  would  use  the  established  safety  procedures 
for  lifting  heavy  metal  parts. 

The  safety  plan  cites  and  emphasizes  some,  but  not  all,  operation  and 
maintenance  (O&M)  procedures.  However,  the  safety  plan  Includes,  by  reference  all 
required  O&M  procedures.  All  O&M  work  shall  be  done  by  qualified  personnel.  The 
safety  plan  is  not  a  substitute  for  established  manuals  and  procedures.  Persons  using 
this  safety  plan  should  refer  to  the  O&M  manual  for  the  fluidizing  bed  and/or  the  Test 
Plan  for  a  description  of  the  FBPS  system  and  the  LEAD  safety  manuals.  For  these  tests 
we  will  be  using  O&M  manuals  provided  by  the  Procedyne  Corporation  and  th*  Pangborn 
Company.  Separate  manuals  are  available  1)  the  fluidized  bed  furnace,  2)  the  afterburner, 
3)  the  fluidized  quench  bath,  and  4)  the  low-energy  shot  blast  unit  (Pangborn).  The 
reader  should  study  these  manuals  and  the  Test  Plan  before  reading  this  Safety  Plan. 
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SECTION  II.  POTENTIAL  HAZARDS 

The  hot  fluidized  bed  operates  at  800  to  1 ,000  °F.  Metal  parts  processed  In  the  bed 
are  heated  to  bed  operating  temperature.  The  afterburner  operates  between  1,400  to 
1,600  °F  and  may  sometimes  reach  2,000  eF.  There  Is  a  potential  for  burns  due  to 
human  contact  with  the  FBPS  surfaces  and  metal  processed  in  the  FBPS.  The  FBPS  is 
designed  with  insulation  and  by  configuration,  to  shield  workers  from  coming  In  contact 
with  any  surfaces  hot  enough  (over  110  °F)  to  cause  burns. 

The  organic  material  in  the  FBPS  is  pyrolized  In  air,  but  the  quantity  of  air  does  not 
contain  sufficient  oxygen  to  convert  all  of  the  carbon  to  carbon  dioxide.  Therefore, 
carbon  monoxide  will  be  present  In  the  gases  escaping  from  the  top  of  the  hot  fluidized 
bed.  The  afterburner  will  normally  convert  the  carbon  monoxide  to  the  dioxide.  Since 
carbon  monoxde  is  a  colorless,  odorless  highly  poisonous  gaa,  all  leaks  should  be 
repaired  before  starting  the  unit,  and  the  cabinet  doors  should  be  closed  tightly.  Other 
poisonous  gases,  such  aa  nitrogen  oxides  and  formaldehyde,  may  also  be  formed  by  the 
pyrolysis  of  certan  paints. 

The  FBPS  Is  designed  to  safely  pyrollze  grease,  oil,  and  other  organic  matter  on 
part  surfaces,  and  to  burn  the  gaseous  pyrolysis  products  In  the  afterburner.  Overloading 
the  system  with  organic  matter  can  produce  high  temperature  excursions  that  could 
damage  the  afterburner  and  could  also  produce  potentially  dangerous  emissions  of 
Incompletely  burned  organic  matter,  To  prevent  damage  to  the  afterburner  the 
instrumentation  controlling  the  unit  will  shut  off  the  fluidizing  air  If  the  chamber  reaches 
2000  °F. 

If  the  organic  matter  is  especially  volatile  or  reactive  (for  example,  fuel  oil,  gasoline, 
munitions,  etc.)  instantaneous  overloading  of  the  system  and  explosions  are  possible. 
If  the  afterburner  Is  accidently  extingushed  during  pyrolysis,  an  unlikely  Incident, 
flammable,  and  potentially  explosive  gases  may  accumulate  in  the  system. 

The  hot  fluidized  bed  uses  high  voltage  (480  V)  circuits  for  heating.  Therefore, 
electrical  shock  Is  a  potential  hazard. 

Some  parts  introduced  Into  the  FBPS  will  be  painted  with  older  paints  that  contain 
toxic  lead  and  chromium  compounds.  Also  pieces  electroplated  with  cadmium  and  zinc, 
which  are  toxic  (especially  cadmium)  may  be  stripped.  The  latter  metals  may  be  volatile 
at  FBPS  temperature  and  there  is  a  potential  for  atmospheric  emissions  of  these  metals. 
In  the  afterburner  these  toxic  metals  may  be  converted  to  their  oxides.  Particles  of  the 
latter,  and  the  lead  and  chromium  compounds  may  ail  form  fine  particles  which  may 
cause  the  smoke  from  the  unit  to  be  toxic. 


Soma  parts  are  heavy  and  there  Is  a  potential  for  Injuries  due  to  lifting,  moving,  and 
carrying  these  parts  In  an  unsafe  manner.  Established  Depot  safety  procedures  for  lifting 
and  carrying  heavy  objects  must  be  followed. 
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SECTION  III.  SAFETY  EQUIPMENT 

The  operator  of  the  FBPS  is  required  to  use  and  wear  the  following  safety 
equipment  at  all  times  while  operating  the  FBPS: 

•  Insulated  gloves 

•  insulated  apron 

•  faoe  shield  and  safety  glasses 

•  long  sleeve  shirt  with  the  sleeves  completely  covering  the  arms 

•  steel-toe  safety  shoes 

All  maintenance  employees  shall  wear  and  use  the  same  safety  equipment  as  the 
operations  employees,  unless  the  maintenance  supervisor  verifies  and  accepts 
responsibility  that  the  equipment  Is  being  shut  down  and  Is  at  ambient  temperature.  In 
this  event,  only  steel  toed  safety  shoes  are  required. 
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SECTION  IV.  SAFETY  PROCEDURES 

The  following  safety  procedures  shall  be  taken  by  all  operations  personnel  in  the 
FBPS  area: 

•  All  required  safety  equipment  will  be  worn  while  employees  are  In  the  work 
area.  This  equipment  shall  be  in  good  condition  and  worn  properly.  For  example,  the 
faoe  shield  must  completely  cover  the  face  and  shirt  sleeves  must  completely  cover  the 
arms. 


•  All  surfaces  of  the  FBPS  shall  be  considered  hot.  All  parts  removed  from  the 
FBPS  shall  be  handled  as  if  hot. 

•  In  the  event  that  any  part  of  the  FBPS  Is  operating  outside  design 
specifications,  the  FBPS  system  shall  be  shut  down  using  the  required  emergency  shut 
down  procedures  in  the  O&M  manuals.  For  safe  shut-down,  proper  precautions  must  be 
taken  to  prevent  expulsion  of  toxic  materials  Into  the  work  area,  and  to  prevent  explosions 
that  may  injure  personnel.  If  smoke  leaks  from  the  unit  into  the  work  area,  doors  and 
windows  should  be  opened  to  dilute  the  gases,  and  the  furnace  heat  and  gas  feed  should 
be  reduoed.  The  dampers  on  the  afterburner  should  be  Immediately  adjusted  to 
maximize  the  operation  of  the  exhaust  blower  to  remove  the  smoke  from  the  unit. 
(Adjustments  to  the  operating  instructions  should  be  made  to  prevent  reoccurence  of 
upset  conditions  that  lead  to  smoke  release.  The  pyrolysis  time  and  temperature  may 
need  readjustment  to  prevent  overloading  the  afterburner  or  better  control  of  quantities 
or  conditions  of  parts  stripped  may  be  required.  Too  much  grease  or  rubber  may 
overload  the  system.) 

•  Anyone  that  experiences  breathing  difficulties  or  becomes  uncomfortable 
from  exposure  to  the  smoke  or  other  gases  leaking  from  the  unit,  must  immediately  be 
moved  from  the  work  area  into  fresh  air.  Medical  assistance  should  be  promptly  sought 
if  any  breathing  problems  persist. 

•  Parts  having  closed  or  sealed  areas,  cavities,  and  other  components  shall 
not  be  introduced  into  the  system  unless  the  supervisor  responsible  for  the  FBPS  has 
verified  and  accepted  there  Is  no  possibility  of  damage  caused  by  them.  Damage  can  be 
caused  by  explosives  released  as  a  result  of  heating  confined  water  or  combustible 
materials. 

The  following  safety  procedures  shall  be  taken  by  ail  maintenance  personnel  in  the 
FBPS  area: 

•  All  required  safety  equipment  will  be  worn  when  working  on  the  FBPS  unless 
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a  maintenance  supervisor  confirms  and  accepts  responsibility  that  the  system  is  shut 
down  and  Is  at  ambient  temperature,  and  Is  cleared  of  pyrolysis  gases. 

•  Required  safety  equipment  will  be  In  good  condition  and  worn  properly.  For 
example,  the  face  shield  must  completely  cover  the  face,  and  shirt  sleeves  must 
completely  cover  the  arms. 

•  All  electrical  circuits,  air  supply,  and  bleed  lines  must  be  shut  off  while 
servicing  the  FBPS.  Switches  and  valves  must  be  padlocked  shut  and  the  keys  must  be 
in  the  possession  of  the  maintenance  employees  servicing  the  FBPS. 

•  All  air  supply  and  bleed  lines,  electrical  power  circuits,  gas  supply,  and  bleed 
lines  that  are  shut  off  must  have  conspicuous,  easily  read  signs  giving  clear  warning  that 
they  are  shut  off  because  of  maintenance  work  In  progress.  These  signs  will  be  removed 
by  maintenance  personnel  when  maintenance  work  is  complete  and  before  starting  up 
any  portion  of  the  FBPS. 
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Test  Samples  for  FBSS 
Date  Painted:  22  March  1991 


Date  Stripped:  4  April  1991 

Metal:  Steel,  10  4  by  8  In.  panels 

Sample  ID  No.  _  Weights,  crams 


Initial 

Coated 

Paint,  net  Lead,  wt.* 

Chromium,  wt.* 

A 

1437.9 

1468.1 

30.2 

5.8 

1.1 

B 

1417.3 

1445.9 

28.6 

5.5 

1.1 

C 

1437.3 

1472.2 

34.9 

6.7 

1.3 

D 

1421.5 

1480.5 

59.0 

11.3 

2.2 

E 

1412.4 

1477.7 

65.3 

12.5 

2.4 

F 

1415.9 

1474.6 

58.7 

11.3 

2.2 

Q 

1425.5 

1453.1 

27.8 

5.3 

1.0 

H 

1430.7 

1486.2 

55.5 

10.7 

2.1 

1 

1430.0 

1487.3 

57.3 

11.0 

2.1 

J 

1448.9 

1500.0 

53.1 

10.2 

2.0 

K 

1441.4 

1485.8 

44.2 

8.5 

1.6 

‘Calculated  from  the  analysis  of  the  paint. 
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Test  Samples  for  FBSS 
Date  Painted:  22  March  1991 


Date  Stripped:  4  April  1991 

Metal:  Alumlum,  10  4  by  8  In.  panels 

Sample  ID  No.  _  Weights,  orams 


initial 

Coated 

Paint,  net  Lead,  wt.* 

Chromium,  wt.* 

L 

416.2 

450.8 

34.6 

6.6 

1.3 

M 

417.3 

448.9 

31.6 

6.1 

1.2 

N 

417.7 

448.1 

30.4 

5.8 

1.1 

0 

416.4 

445.3 

28.9 

5.8 

1.1 

P 

415.8 

445.4 

29.6 

5.7 

1.1 

R 

416.9 

484.7 

47.8 

9.2 

1.8 

S 

416.5 

468.3 

51.8 

9.9 

1.9 

T 

416.3 

466.6 

50.3 

9.7 

1.9 

U 

416.7 

447.7 

31.0 

6.0 

1.2 

V 

415.2 

487.6 

52.4 

10.1 

2.0 

X 

414.9 

481.7 

46.8 

9.0 

1.7 

‘Calculated  from  the  analysis  of  the  paint. 
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REVISION  No.  2 
Section  No.  D-1 
Page  3  of  1 0 
Data  sheet 

Test  Samples  from  the  FBSS,  Run  No.  1 
Date  Painted;  22  March  1991 


Date  Stripped;  4  April  1991,  1322  to  1422  hours 

10-4  by  8  In,  matal  panels 

Sample  ID  No. _ Weights,  grams 


/Metal 

Paint,  net* 

Initial** 

from 

FBSS# 

from 

Shot-blast 

Gain(+)/Loss(*) 

P/AI 

29.6 

415,8 

M3 

416.0 

+0.2 

R/AI 

47.8 

416,9 

M3 

416.4 

-0.5 

V/AI 

52.4 

415.2 

M3 

415.0 

• 

o 

ro 

Q/steel 

27.6 

1425,5 

ND 

1425.5 

+0.0 

J/steel 

53.1 

1446.9 

M3 

1442.9 

•4.0 

K/steel 

44.2 

1441.4 

M3 

1440.4 

-1.0 

Notes; 

*Net  weight  of  paint  on  all  10  panels 
**  Unooated  weight, 

#ND;  not  determined,  weights  from  the  fluidized  bed  stripping  system. 
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REVISION  No,  2 
Section  No,  D-1 

Page  4  of  10 


Data  sheet 

Test  Samples  from  the  FBSS,  Run  No,  2 
Date  Painted:  22  March  1991 


Date  Stripped:  4  April  1991,  1508  to  1609  hours 

10-4  by  8  in.  metal  panels 

Sample  ID  No. _ Weights,  grams _ 


/Metal 

Paint,  net* 

Initial** 

from 

FBSS# 

Tare  #  Net,  from 
FBSS## 

Galn(+)/Loss( 

F/steel 

58.7 

1415.9 

1424.4 

5,5  1418.9 

+3.0 

H/steel 

55.5 

1430.7 

1433.8 

10,2  1423.6 

-7.1 

l/steel 

57.3 

1430.0 

1436.1 

5.1  1431.0 

+1.0 

L/AI 

34.6 

416.2 

424.9 

8,8  416.1 

-0.1 

N/AI 

30.4 

417.7 

428.1 

9.9  418.2 

+0.5 

X/AI 

46.8 

414.9 

421.7 

6.2  415.5 

+0.6 

Notes: 

‘Net  weight  of  paint  on  all  10  panels 
“  Uncoated  weight. 

fThese  panels  were  wrapped  In  PE  sheet  before  weighing, 
the  tare  Is  the  weight  of  the  plastic. 

##Net  weight,  all  10  panels,  from  FBSS,  panels  were  not  treated 
In  the  shot-blast  unit. 
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REVISION  No,  2 
Section  No.  D-1 
Page  6  of  1 0 


Data  Sheet 

Cadmium  Plated  Test  Samples,  runs  No.  2  and  3 


Unpalnted  samples 

Date  Stripped:  4  April  1991,  1508  to  1609  (#2)  and  1635  to  1735  (#3)  hours 
4  by  8  in.  steel  panels,  cadmium  plated 


Weight,  orams 


Run  No. 

Sample  Cd  thickness 

Initial 

Final 

Galn(+)/Loss(*) 

No. 

mils 

weight 

weight 

2 

1 

1.00 

367.68 

367.28 

■0.40 

2 

2 

0.50 

359.74 

359.72 

-0.02 

2 

5 

0.50 

363.66 

363.46 

•0.20 

2 

6 

0.25 

362.36 

362.25 

-0.11 

2 

7 

0.50 

357,38 

357.32 

•0.08 

2 

10 

0.50 

335.68 

365.41 

-0.27 

Total  loss 

of  cadmium 

(Ignores 

gains) 

-1.06 

3 

3 

0.50 

360.04 

360.05 

+0.01 

3 

4 

1.00 

358.21 

357.90 

-0.31 

3 

8 

1.00 

349,30 

349.25 

-0.05 

3 

9 

0.25 

362.87 

362.89 

+0.02 

3 

1 1 

1.00 

364.33 

363.75 

•0.58 

3 

12 

0.25 

351.29 

351.59 

+0.30 

Total  loss 

of  cadmium 

(Ignores 

gains) 

-0.94 

Note: 

The  plated  panels  were  a  golden  bronze  before  pyrolysis,  and  they  turned  brown  upon 
pryolysls.  Based  on  the  guage  of  the  plating,  a  1.0  mil  coating  should  contain  9.0  grams 
of  cadmium. 
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INTRODUCTION 


On  April  4, 1991,  personnel  from  IT  Air  Quality  Sen/ices  conducted  a  series  of 
atmospheric  emission  tests  on  a  pilot  fluidlzed-bed  paint  stripper  (FBPS)  located  at  the 
Letterkenny  Army  Depot  near  Chambersburg,  Pennsylvania.  Triplicate  tests  were  con¬ 
ducted  downstream  of  a  gas-fired  afterburner  to  determine  the  concentration  and 
mass  emission  rate  of  particulate  matter  and  select  trace  metals  (cadmium,  total  chro¬ 
mium,  lead,  and  zinc).  Tests  were  also  conducted  to  measure  total  hydrocarbon 
(THC)  emissions.  Volumetric  gas  flow  rates,  temperature,  moisture  content,  and  com¬ 
position  (oxygen  and  carbon  dioxide)  were  also  measured  in  conjunction  with  the 
particulate  tests.  In  addition,  select  types  of  process  samples  (virgin  bed  material, 
process  bed  material,  ash,  and  quench  water)  were  collected  during  each  test  and 
subjected  to  metals  analyses  for  material  balance  purposes.  Attached  Appendices  A 
through  E  contain  all  calculations,  field  data  sheets,  laboratory  data,  methods  proce¬ 
dures,  and  calibration  data. 

Summary  of  Rusuits  and  Test  Methods  Used 

Tables  1  through  3  summarize  the  emission  test  results.  Table  1  presents  the 
measured  flue  gas  conditions,  Table  2  presents  the  particulate  and  metals  emission 
results,  and  Table  3  summarizes  the  THC  test  results.  Process  sample  analytical  re¬ 
sults  are  contained  in  Appendix  C. 


TABLE  1.  SUMMARY  OF  FLUE  GAS  CONDITIONS  AT  THE  AFTERBURNER  OUTLET 


Run  No. 

Time  (24-h) 

Volumetric 
flow  rate 

Tempera¬ 
ture,  *F 

Moisture, 

% 

Composi¬ 
tion,  % 

acfma 

dscfm^ 

o2 

C02 

AOPM-1 

1324-1424 

460 

271 

270 

19.1 

19.0 

1.0 

AOPM-2 

1509-1609 

425 

253 

261 

19.3 

19.0 

1.0 

AOPM-3 

1635-1735 

426 

250 

271 

19.4 

19.0 

1.0 

a  acfm  -  Actual  cubic  feet  per  minute. 

“  dscfm  -  Dry  standard  cubic  feet  per  minute.  Standard  conditions  are  68*F, 
29.92  In.Hg,  and  zero  percent  moisture. 
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TABLE  3. 

SUMMARY  OF  TOTAL  HYDROCARBON  EMISSION  DATA 
(April  4,  1991) 

Run  No. 

Time  (24-h) 

THC  concen¬ 
tration, 
ppm  (dry) 

Average  volumetric b 
gas  flow  rate,  dscfm 

THC  mass  emis¬ 
sion  rate,  Ib/h 

A0PM-1 

1324-1424 

<13.8 

258 

<0.009 

A0PM-2 

1509-1609 

<13.8 

258 

<0.009 

1635-1735 

<13.8 

258 

<0.009 

a  Parts  per  million  by  volume  (dry  basis)  as  methane.  Less  than  (<)  denotes 
less  than  instrument  detection  limit  for  0-  to  500-ppm  range  (13.8  ppm). 

b  dscfm  ■  Dry  standard  cubic  feet  per  minute. 

The  multimetals/particulate  procedures  followed  those  in  the  U.S.  Environmental 
Protection  Agency's  (EPA’s)  "Methodology  for  the  Determination  of  Trace  Metal  Emis¬ 
sions  From  Stationary  Source  Combustion  Processes."*  The  sampling  train  was  a 
Method  5  train  with  two  Implngers  containing  a  5  peroent  nitrlo  add  (HNO^/IO  per¬ 
cent  hydrogen  peroxide  (H202)  solution.  The  train  uses  a  quartz  fiber  filter  and  a  bo- 
rosilicate  glass  sampling  nozzle  to  minimize  potential  blank  contamination.  Samples 
were  analyzed  first  for  filterable  particulate  by  U.S.  EPA  Method  5**  procedures  and 
then  for  the  specified  metals  (chromium,  cadmium,  lead,  and  zinc)  by  using  both 
atomic  absorption  (AA)  and  Inductively  coupled  argon  spectroscopy  (ICAS)  analysis 
techniques.  Flue  gas  data  were  measured  concurrently  with  the  particulate/metals 
measurements. 

A  Beckman  Model  402  continuous-flame  Ionization  analyzer  was  used  to  mea¬ 
sure  THC  concentration  per  Method  25A,**  The  analyzer  pump,  particulate  filter,  and 
detector  are  housed  In  a  temperature-controlled  oven,  which  is  maintained  at  300  *F 
for  this  test. 

The  monitor  was  assembled  and  calibrated  with  methane  per  method  specifica¬ 
tions.  The  system  sampling  probe  was  located  at  the  centroid  of  the  sampling  duct. 

*  Methodology  for  Determination  of  Trace  Metal  Emissions  From  Stationary  Source 
Combustion  Processes,  September  1989. 

**  40  CFR  60,  Appendix  A,  July  1990. 


Sample  data  were  recorded  continuously  for  each  test  using  a  strip-chart  recorder.  As 
noted  in  Table  3,  hydrocarbon  emissions  were  less  than  13.8  ppm,  which  represents 
the  detection  limit  for  the  instrument  on  a  0-  to  500-ppm  range. 

No  major  problems  were  encountered  during  the  test  program,  and  results  are 
considered  representative  of  emissions  at  the  time  of  testing.  It  should  be  noted  that 
because  of  a  lack  of  adequate  scaffolding  to  access  both  ports,  particulate  measure¬ 
ments  were  made  using  only  one  of  two  available  sampling  ports.  A  total  of  four  sam¬ 
pling  points  were  used  to  traverse  the  cross-sectional  area  of  the  5.75-ln.*lnslde- 
diameter  (i.d.)  round  duct.  Each  point  was  sampled  twice  over  a  60-minute  sampling 
period. 

Data  Quality  Assurance 

The  procedures  described  in  the  Quality  Assurance  Project  Plan  were  followed 
in  all  field  sampling  analyses. 

Routine  Reference  Method  quality  control  (QC)  procedures  were  followed 
throughout  the  test  program.  These  Included,  but  were  not  limited  to,  the  following: 

•  Calibration  of  field  sampling  equipment.  Sampling  equipment  was  cali¬ 
brated  according  to  the  procedures  of  the  “Quality  Assurance  Handbook 
for  Air  Pollution  Measurement  Systems,  Volume  III,"  EPA  600/4-72-027B, 
August  1977.  Calibration  guidelines  and  results  are  described  In  more 
detail  in  Appendix  E. 

o  Onsite  audits  of  dry  gas  meters,  thermocouples,  and  digital  Indicators 
(see  Appendix  B). 

o  Train  configuration  and  calculation  checks. 

o  Onsite  QC  checks  of  the  sampling  train  and  leak  checks  of  the  pitot  tube 

and  Orsat  line. 

«  Use  of  designated  equipment  and  reagents. 

The  sampling  equipment  and  procedures  met  8l!  the  guidelines  established  in 
the  reference  methods. 
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The  laboratory  quality  assurance  (QA)  procedures  outlined  in  the  Quality  Assur¬ 
ance  Project  Plan  were  followed  for  each  type  of  analysis. 

The  QC  procedures  used  in  the  sample  analysis  In  this  test  program  Included, 
but  were  not  limited  to,  the  following: 

e  Use  of  designated  analytical  equipment  and  experienced  laboratory  per¬ 
sonnel. 

•  Internal  and  external  audits  to  ensure  accuracy  in  sampling  and  analysis, 
o  Reagent,  filter,  and  field  blanks  to  determine  blank  levels. 

•  Spiked  samples  to  determine  the  effect  of  sample  handling  and  the  ma¬ 
trix  effect. 

o  Duplicate  analysis  of  selected  samples. 

QA/QC  data  are  presented  In  Appendix  C. 
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COMPUTER  PRINTOUTS  AND  EXAMPLE  CALCULATIONS 


A- 1 


An  =  Cross-sectional  area  of  nozzle,  ft2 
A|  a  Cross-sectional  area  of  stack,  ft2 

■  Proportion  by  volume  of  water  vapor  in  the  gas  stream,  dimensionless 
Cp  n  Pitot  tube  coefficient,  dimensionless 

Cg  ■  Concentration  of  pollutant  in  stack  gas  •  grains  per  dry  standard  cubic  foot, 
gr/dscf 

%C  ■  Percent  of  carbon  by  weight,  dry  basis 
%CO  ■  Percent  of  carbon  monoxide  by  volume,  dry  basis 
%C02  =  Percent  of  carbon  dioxide  by  volume,  dry  basis 
Dn  *  Sampling  nozzle  diameter,  inches 
Dg  »  Stack  diameter,  inches 

F  a  Factor  representing  a  ratio  of  the  volume  of  dry  flue  gases  generated  to  the 
calorific  value  of  the  ftiel  combusted,  expressed  as  dry  standard  cubic  feet  per 
million  Btu  of  heat  input,  dscfyiO®  Btu 

GCV  a  Gross  calorific  value  of  the  fUel  combusted  on  a  dry  basis,  Btu/lb 

%H  a  Percent  of  hydrogen  by  weight,  dry  basis 

AH  a  Average  pressure  drop  across  the  sampling  meter  flow  orifice  •  inches  of  water, 
in.  H20 

HHV  a  Higher  heating  value  on  an  as-received  basis,  Btu/lb 
%ISO  a  Percent  of  isokinetic  sampling 

L*  a  Maximum  acceptable  leakage  rate  for  either  a  pretest  leak  check  of  for  a  leak 
check  following  a  component  change;  equal  to  0.020  cubic  foot  per  minute  of  4% 
of  the  average  sampling  rate,  whichever  is  less 

M4  a  Dry  molecular  weight,  lb/lb-mole 

mf  a  fuel  firing  rate  (measured  coal  to  boiler),  lb  of  coal  per  hour 

Mn  a  Total  amount  of  pollutant  matter  collected  •  milligrams,  mg 

Mg  a  Molecular  weight  of  lUck  gas  (wet  basis),  lb/lb-mole 

%N  >  Percent  of  nitrogen  by  weight,  dry  basis  (continued) 


A-2 


%Ng  «  Percent  of  nitrogen  by  volume,  dry  basis 

%0  -  Percent  of  oxygen  by  weight,  dry  basis 

%C>2  ■  Percent  of  oxygen  by  volume,  dry  basis 

AP  ■  Velocity  head  of  stack  gas  •  inches  of  water,  in.^O 

Pbar  Barometric  pressure  •  inches  of  mercury,  in,  Hg 

petat  >  (also  P  f)  Static  stack  gas  pressure  -  inches  of  water,  in.HgO 

PB  ■  Absolute  stack  gas  pressure  ■  inches  of  mercury,  in.Hg 

pstd  i  Qas  pr  ssure  at  standard  conditions  -  29.92  inches  of  mercury,  in.Hg 

pmr  *  Pollutant  matter  emission  rate  •  pounds  per  hour,  lh/h 

Qh  ■  Total  heat  input  •  million  Btu  per  hour,  10®  Btu/h 

Qa  ■  Volumetric  flow  rate  •  wet  basis  at  stack  conditions  ■  actual  cubic  feet  per 
minute,  acfm 

Qstd  Volumetric  flow  rate  •  dry  basis  at  standard  conditions  ■  dry  standard  cubic  feet 
per  minute,  dscfm 

°R  >  degrees  Rankine  =  degrees  Fahrenheit  +  460,  °F  +  460 
%S  ■  Percent  of  sulfar  by  weight,  dry  basis 
Tm  ■  Average  temperature  of  dry  gas  meter,  *R 
Tg  m  Average  temperature  of  stack  gas,  °R 
Tg^  *  Temperature  at  standard  conditions,  628  eR 
Vjc  ■  Total  volume  of  liquid  collected  in  impingers  and  silica  gel,  ml 
Vm  m  Volume  of  dry  gas  sampled  at  meter  conditions  •  cubic  feet, 

Vnutd  “  Volume  of  dry  gas  sampled  at  standard  conditions  -  cubic  feet, 

Vg  ■  Average  stack  gas  velocity  at  stack  conditions  •  feet  per  second,  fVs 
Vwstd  "  Volume  of  water  vapor  at  standard  conditions  ■  cubic  feet,  ft® 

Y  <•  Dry  gas  meter  calibration  correction  factor 


6  *  Total  sampling  time,  minutes 

A-3 


1.  Volume  of  dry  gas  samples  corrected  to  standard  conditions.  Note:  Vm  must  be 
corrected  for  leakage  if  any  leakage  rates  exceed  La. 


Vmstd=  17.647  xVmxY 


rpbar  +  — - 
Dar  *  13.6 


Tm 


2.  Volume  of  water  vapor  at  standard  conditions,  ft3. 


Vwstd  *  0.04707  xVlc 


3. 


4. 


5. 


6. 


7. 


8. 


9. 


Moisture  content  in  stack  gas. 

Vwstd 


Bws  = 


Vwstd  +  Vmstd 

Dry  molecular  weight  of  stack  gas. 

Md  «  0. 44(%CO  2)  +  0. 32(%0 ,)  +  0. 28(%  N  a  +%  CO) 

Molecular  weight  of  stack  gas. 

Ms »  Md(l  -  Bws)  +  18Bws 

Stack  velocity  at  stack  conditions,  fVs. 


Vsa  (85.49)(Cp)(avgVSF)^ 


Ts 


(Ps)(Ms) 

Stack  gas  volumetric  flow  rate  at  stack  conditions,  cftn.  Note:  As  ■  square  feet. 

Qs  *  60  x  Vsx  As 

Dry  stack  gas  volumetric  flow  rate  at  standard  conditions,  cftn. 

Q.U  -  (17.647)(Qs){|i)(l  -  Bws) 

Concentration  in  micrograms  per  cubic  meter,  pg/m3 

c-<3i315>(wd) 


(continued) 


Eramnlfl  Calculations  for  Pollutant  Emissions 


10.  Pollutant  mass  emission  rate,  lb/h. 

pmr  «  Cs  x  (d  243  x  KT1 0  x  Qstd  x  60 

11.  Isokinetic  variation,  % 

(l00)(Ts)[(Q  0002669  Vic)  +  (|^)(Y)(Pbar  +  (•£&))] 
IS° - <6O)(0)(Vs)(P8XAn) 
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CORRECTION  FACTORS 


i1M1  =(w) 

0.04707  -(£^) 

0.44  a  molecular  weight  of  CO2/IOO 
0.32  *  molecular  weight  of  O2/IOO 
0.28  &  molecular  weight  of  N2/IOO 


18  a  molecular  weight  of  water  (H2O) 


(lb/lb  -  mole)(in,Hg) 
(°  R)(in.H20) 


0.01543  a  grains  per  milligram  (gr/mg) 


0.002669 


(in.Hg.)(fts) 
(ml)(°  R) 
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IT  AIR  QUALITY  SERVICES 
EMISSION  TEST  REPORT 


filldaud  3/Ml 


FIELD  DATA 


Plant:  Letterkenny,  AD 
Sampling  location:  Afterburner  Outlat 
Tait  tima  (atart-atop):  1324-1434 


Date:  4/4/91 
Run  number:  AO  PM- 1 


Sample  type:  Part/Matala 
Bar.  pma.  (in.  Hg):  30.08 
Static  preaa.  (in.  H20):  0.600 
Filter  nurabeKi):  0170001 
Stack  inaida  dia.  (in.):  8.78 
Pitot  tube  ooalT.i  0.00 
Total  H20  collected  (ml):  163.7 
%  02  by  volume  (dry):  10.0 


Volume  correction  (cu.  it.):  0.000 
Meter  calibration  factor:  0,064 
Data  interval  (min.):  7.8 
Nozzle  dia.  (in.):  0.288 
Motor  bo*  number:  FT-3 
Number  of  traverae  pointa:  8 
%  C02  by  volume  (diy):  1.0 
%  CO  by  volume  (dry):  0.0 


Gaa  mater 
reading 
cu.  ft, 


Valooity 

head 

AP 

(in.  H20 


Orifice  drop 
actuad 
AH 

(in.  H20) 


Stack 

Tamp. 

OF) 


Dry  gaa  meter 
tamp.  OF 
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IT  AIR  QUALITY  SERVICES  niidaud  swat 

EMISSION  TEST  REPORT 

FIELD  DATA 


Plant:  Letterkenny,  AD 
Sampling  location:  Afterburner  Outlet 
Teat  time  (atart-atop):  1609-1809 


Sample  typo:  Part JMetale 
Bar.  praaa,  (in.  Hg):  30.0S 
Static  preaa.  (in.  H20):  0.840 
Filter  number(a):  9170003 
Stack  ineide  dia.  (in.):  8.78 
Pitot  tub*  coerr.:  084 
Total  H20  collected  (ml):  178.0 
%  02  by  volume  (diy):  19.0 


Date:  4/4/91 
Run  number:  AOPM-2 


Volume  correction  (cu.  II.):  0.000 
Metor  calibration  factor:  0.994 
Data  interval  (min.):  7.5 
Nozzle  dia.  (in.):  0.885 
Motor  box  number  FT>9 
Number  of  tra vert*  point*:  9 
%  COS  by  volume  (dry):  1.0 
%  CO  by  volume  (dry):  0.0 


Sample 

time 

Oae  meter 
reading 

Velocity 

head 

Orifice  drop 
actual 

Stack 

Dry  gee  meter 

nmnnHi 

(ou.  ft.) 

AP 

AH 

Temp. 

temn.  CP) 

0.0 

631,447  l 

(in.  H20) 

(in.  H20) 

inlet 

outlet 

7.6 

636.230 

0.330 

1,21 

263 

84 

86 

16.0 

641.130 

0.360 

1.11 

262 

86 

83 

22.8 

646,760 

0,370 

1.17 

262 

88 

83 

30.0 

660.660 

0.300 

0.96 

262 

00 

84 

37.6 

654,720 

0.300 

0.86 

262 

91 

86 

46.0 

660,660 

0.400 

1.14 

261 

92  B8 

62.6 

664,260 

0.410 

1.17 

264 

02 

87 

80,0 

667,660 

0,200 

0.87 

260 

93 

68 

90.0 

0.339 

1.02 

201 

90 

38 

A-8 
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IT  AIR  QUALITY  SERVICES 
EMISSION  TEST  REPORT 


FIELD  DATA 


Plant:  Letterkonny.  AD 
Sampling  location:  A/Urburnar  Outlat 
Taat  tima  (atart-atop):  1838.1738 


Date:  4/4/91 
Run  number:  AOPM-3 


Sample  type:  Part/Metale 
Bar.  preai.  (in.  Hg):  30.08 
Static  prtaa.  (in.  H20):  0.890 
Filter  numberfa):  9170003 
Stack  inaida  dia.  (in.):  8.78 
Pitot  tuba  ocaiT.i  0.84 
Total  H30  collected  (ml):  189.4 
%  02  by  volume  (dry):  19.0 


Volumo  corroction  (cu.  ft.):  0.000 
Motor  calibration  factor:  0484 
Data  interval  (min.):  74 
Nozzle  dia.  (in.):  0488 
Motor  box  number:  FT>8 
Number  of  traverae  pointa:  8 
%  C03  by  volume  <dry>:  14 
%  CO  by  volume  (dry):  0.0 


rmlldiUd  3/8/01 


8S  S  od  go  a  jo 

OD  OD  -Q  QD  OB  Oi 
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IT  AIR  QUALITY  SERVICES  validity  3/V81 

EMISSION  TEST  REPORT 


TEST  RESULT8 

Plant:  Letterkenny,  AD  Toit  daloti):  4/4/91  4/4/91  4/4/91 

Sampling  location:  Afterburner  Outlat 


Run  Nombara 

AOPM1  AOPM9  AOPM-3  AVERAGE 


0 

Nat  time  oftait(min) 

....... 

60.0 

60.0 

60.0 

NP 

Nat  aampling  pointa 

8 

8 

8 

Y 

Matar  calibration  factor 

0.984 

0.984 

0.984 

Dn 

Sampling  noula  diameter  (in) 

— 

0,285 

0,265 

0.265 

Cp 

Pitot  tuba  coefficient 

0.99 

0.84 

0.84 

AH 

Average  orifice  preaaure  drop  (in.  H20) 

0.90 

1.02 

0.95 

0.96 

Vm 

Volume  of  dry  gai  eampled 
at  meter  condition!  (cu.  A.) 

33.823 

36.213 

34.838 

34.958 

Tm 

Average  gai  meter  temperature  (*F) 

— 

80.9 

87.3 

89.7 

•4.0 

Vmetd 

Volume  of  dry  gaa  aamplod 
at  etandard  condition!  (acl) 

32.731 

34.646 

33.181 

33.819 

Vlo 

Total  H30  collected  in  tmpingen 
and  ailica  gel  (ml) 

183.7 

176.0 

109.4 

169.7 

Vwetd 

Volume  of  water  vapor  at 
atandard  conditiona  (acl) 

auaaaa 

7.705 

8.284 

7.974 

7.988 

Bwa 

Porcent  moiature  by  volume,  aa  meaaurod 

•••••«• 

19.06 

19.30 

19.38 

19.84 

Percent  moiature  by  volume,  at  aatu  ration 

100.00 

100.00 

100.00 

100.00 

Percent  moiature  by  volume,  uaed  In  calculation! 

19.06 

19.30 

19.38 

19.24 

Fmd 

Mole  fraction  of  dry  gaa 

0.809 

0,807 

0.806 

0.606 

%C02 

Percent  C02  by  volume  (dry) 

1.0 

1.0 

1.0 

1.0 

%oa 

Percent  02  by  volume  (dry) 

•■•••e* 

19.0 

19.0 

19.0 

19.0 

%co 

Percent  CO  by  volume  (dry) 

0.0 

0.0 

0.0 

0.0 

%N9 

Percent  N2  by  volume  (dry) 

80.0 

80.0 

80.0 

90.0 

Md 

Molecular  weight  •  dry  atack  gaa 

28.92 

28.92 

28.92 

88.99 

Ma 

Molecular  weight  ■  atack  gaa 

kUiM* 

26.84 

28.81 

28.80 

9449 

Pbar 

Barometric  preaaure  (In,  Hg) 

30.08 

30.08 

30.08 

30.08 

Pal 

Static  preaaure  of  ataek  gaa  (In.  H20) 

0,690 

0,690 

0.690 

0.890 

Pa 

Stack  preaaure  •  abaolute  (In.  Hg) 

30.13 

30.13 

30.13 

80.13 

Ta 

Average  atack  gaa  temperature  CP) 

— 

269,8 

261.4 

271,0 

887.4 
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IT  AIR  QUALITY  SERVICES 
EMISSION  TEST  REPORT 

Villdutod  3/8/81 

TEST  RESULTS 

Plant!  Letterkenny,  AD 
Sampling  location:  Afterburner  Outlet 

Test  datefe);  4/4/01 

4/4/01 

4/4/01 

AOPM-1 

Run  Number* 
AOPM-2 

AOPM-3 

AVERAGE 

Vh 

Average  square  root  of  velocity  head  (in,  H20)  ••**•••  0,5286 

0,5790 

0,5757 

0.5611 

Va 

Average  stack  gaa  velocity  (fcct/aec.) 

-  42,40 

39.29 

30,33 

40.37 

Aa 

Stack  area  (sq.  in.) 

-  28.0 

26.0 

26.0 

26.0 

Q* 

Actual  stack  flow  rate  (acfm) 

-  460 

425 

426 

437 

Qaitd 

Stuck  flow  rate  •  diy  (acfm) 

-  271 

253 

250 

258 

ISO 

Percent  isokinetic 

-  102.3 

107.5 

104,3 

104.7 

Man  of  pollutant 

■ 

32.1 

10,9 

10.2 

If  bolow  detection  limits,  replace  0  with  1. 

0 

0 

0 

Mn 

Particulate 

man 

mg 

32.1 

10.0 

105 

Ca 

Particulate 

concentration 

gr/daof 

1513E-02 

4554E-03 

4.7  4E-03 

8543E-03 

Pmr 

Particulate 

emiseion  rate 

lb/h 

3516E-02 

1.0S2E-02 

1.018E-02 

1581E-02 

Man  of  pollutant  ■ 

10.0 

4.5 

8.6 

If  below  detection  limits,  replace  0  with  1. 

0 

0 

0 

Mn 

Cadmium 

mass  Hg 

10.0 

45 

8.6 

Ca 

Cadmium 

concentration  tig/m3 

10.780 

4587 

0.153 

6.176 

Pmr 

Cadmium 

emiseion  rate  lb/h 

1.085E-05 

4.344E-06 

8556E-06 

7.0B1E-06 

Man  of  pollutant  ■ 

19.0 

20.0 

24.0 

If  below  detection  limits,  replace  0  with  1. 

0 

0 

0 

Mn 

Chromium 

maw  ng 

19.0 

20.0 

24.0 

Cs 

Chromium 

concentration  tig/mS 

20500 

20566 

25544 

22.143 

Pmr 

Chromium 

emission  rate  lb/h 

2.061  E-0S 

1.031  E-0B 

S.366E-05 

S.133E-05 

A-11 
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IT  AIR  QUALITY  SERVICES 

valida  tad  3/8/91 

EMISSION  TEST  REPORT 

TEST  RESULTS 

Plant:  Letterkanny,  AD 

Teat  datcKs): 

4/4/91 

4/4/91 

4/4/91 

Sampling  location:  Aftarbumar  Outlet 

Run  Numbers 

- 

AOPMl 

AOPM-2 

AC  iVrt-3 

AVERAGE 

Maaa  of  pollutant  ■ 

45.0 

50.0 

102,0 

Ifbolow  detection  limits,  replace  0  with  1, 

0 

0 

0 

Mn 

Lead 

DAM 

W 

45.0 

50.0 

103.0 

Ca 

Lead 

concentration  |ig/m3 

49453 

50.905 

108.690 

•9.359 

Pmr 

Lead 

emlaaion  rata  Ib/h 

4.930E.05 

4439E.0S 

1.015E-04 

0.034E.0S 

Maaa  of  pollutant  ■ 

84.0 

iao.0 

100,0 

Ifbolow  detection  limits,  replace  0  with  1. 

0 

0 

0 

Mn 

Zinc 

maaa  pf 

84.0 

130.0 

100.0 

Ca 

Zinc 

concentration  |dg/m3 

90.930 

133415 

109,433 

106.459 

Pmr 

Zinc 

emlaaion  rate  lb/h 

9408E.05 

1.165E-04 

9.943E-05 

1.034&04 

Maaa  of  pollutant  ■ 

0.0 

0,0 

0.0 

If  below  detection  limits,  replace  0  with  1. 

0 

0 

0 

Mn 

*pollutant> 

maae  mg 

0.0 

0.0 

0.0 

Ca 

<pollutant> 

concentration  gr/deef 

O.OOOE+OO 

O.OOOE+OO 

O.OOOE+OO 

O.OOOE+OO 

Pmr 

<pollutaxit> 

emlaaion  i  ate  lb/h 

O.OOOE+OO 

O.OOOE+OO 

O.OOOE+OO 

O.OOOE+00 

Mui  of  pollutant  ■ 

0.0 

0.0 

0.0 

Ifbolow  detection  limita,  replace  0  with  1, 

0 

0 

0 

Mn 

<pollutant> 

maaa  mg 

0.0 

0.0 

0.0 

Ca 

<pollutant> 

concentration  gr/deef 

O.OOOE+OQ 

0.OO0B+O0 

O.OOOE+OO 

O.0O0E+OO 

Pmr 

<pollutant» 

emlaaion  rata  lb/h 

O.OOOE+OO 

O.OOOE+OO 

0.0O0E+00 

O.OOOE+OO 

Maaa  of  pollutant  - 

0.0 

0.0 

0.0 

Ifbolow  detection  limits,  roplaco  0  with  1, 

0 

0 

0 

Mn 

<pollutant» 

maaa  mg 

0.0 

0.0 

0.0 

Ca 

<pollutant> 

concentration  gr/dsef 

O.OOOE+OO 

O.OOOE+OO 

O.OOOE+OO 

O.OOOE+OO 

Pmr 

<pollutant> 

emission  rata  lb/h 

O.OOOE+OO 

O.OOOE+OO 

O.OOOE+OO 

O.OOOE+OO 
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FIELD  DATA  SHEETS 


B-1 


TRAVERSE  POINT  LOCATION  FOR  CIRCULAR  DUCTS 


Sampling  location  JJ-  tr**  ***a/*a.  C+t-  r/e  7~ 
Inside  ol  far  wall  to  outside  of  nipple  " 

Inside  of  near  wall  to  outside  of  nipple  (nipple  length): 


FIELD  AUDIT  REPORT:  DRY  GAS  METER 
BY  CRITICAL  ORIFICE 

DATE:  #4/f/ _  CLIENT:  tCSfiTtfA**  ft 

BAROMETRIC  PRESSURE  (?h^):3c.l)  In.Hg  METER  BOX  NO.  E1z2l _ 

ORIFICE  NO.  /  _  PRETEST  Y:  ,7gf  AH9  L2£.  1n.H20 

ORIFICE  K  FACTOR:  ¥.738'*  /O'*  AUDITOR:  _ 


Orifice 

Dry  gas 

Temperatures 

Duration 

manometer 

meter 

■nai 

Dry  gas  meter 

of 

reading 

reading 

Average 

inlet 

wsnn-m 

run 

AH, 

vv 

V 

T11/T1f* 

m 

«•- 

o 

»— 

o 

1— 

m 

0 

min. 

1n.H20 

ft3 

°F 

°F 

°F 

°F 

mm 

/.£  si 

C>0 

warn 

✓r.  3« ** 

&+,to 

mm 

t>  + 

/iTT*®/ 

Dry  gas 
meter 

V  ft> 

Vm 

mstd’ 

ft3 

V_ 

mact* 

ft3 

Audit, 

Y 

Y 

devia¬ 
tion,  % 

Audit 

AHG>, 

In.HjO 

AH@  Devia¬ 
tion,  1n.H20 

tu 

II. w 

/A  7  o> 

EEB 

& .  o  *7  ^ 

mstd  " 


mact  " 


17-647<V<^r'+^13'6>  . ,  ... 

- qjjj-rm) -  "•  vr  ft 

1203 (  0  )(  K  ){Pbar) 


(T  +  460) 

fl 


TIT 


f/.7e$-  ft3 


Audit  Y 


m 


act 


Y  deviation  ■ 


std 


P/Lc. 

Awjtt  Y  -  EretSSt  Y 
Pretest  Y 


x  100 


Audit  AH@  -  (0.0317)(AH) (Pbar)(Tm  ♦  460) 


rryrr 


l 


bar 


+  WT3757 


f.tt'  In.HoO 


Audit  Y  must  be  In  the  range,  pretest  Y  ±0.Q5  Y, 

Audit  AH@  must  be  In  the  range  pretest  AH@  ±0.15  inches  HgO. 
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THERMOCOUPLE  DIGITAL  INDICATOR 
AUDIT  DATA  SHEET 


Date  ilAhL _  _  Indicator  No.  Operator 


Sal 

Millivolt 

signal* 

Equivalent 
temperature i 

op* 

Digital  Indicator 
temperature  reading , 
•F 

Difference, 

% 

i 

O 

-Y 

i — 

2 

"  ""'Tar . . 

m 

3 

VtTD 

vn 

■QLJHi 

4 

/io 

&trt) 

1 . W  . 

f  erlu*  UuiU  (elite;  fotej  J  =£> 


Percent  difference  must  be  less  than  or  equal  to  0.52. 

Percent  difference: 

(Equivalent  temperature  "R-  Digital  Indicator  temperature  reading  •RH1002) 

(Equivalent  temperature  °R) 


Where  #R  ■  #F  ♦  460°F 


* 

These  values  are  to  be  obtained  from  the  calibration  data  sheet  for  the 
calibration  device. 
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ON  TESTING  HELD  DATA 


SAMPLE  RECOVERY  AND  INTEGRITY  SHEET 

Plant  /ma^v  'T^ttfeT _ Sample  date  _ 

Sample  location  #-Pr*Al*rt.//eA.  etcr/e.r'  Recovery  date 

Run  number  $0 "  / _ Recovered  by  *)/</, 

Filter  number(s)  HecD! _ 

MOISTURE 

Impingers  Silica  gel 

Final  volume  (wt)  fL twJL  soP'  A  ml  (g)  Final  wt  _ 

Initial  volume  (wtVi/>flJ>)  f  ml  (g)  Initial  wt  _ 

Net  volume  (wt)  /53.>y$,Vf  jt t V  ml  (g)  Net  wt _ 

Description  of  impinger  water  _ 


Acetone  probe 

rinse  container  no,  /s 

Acetone  blank 
container  no.  /S  3, 

0.1  N  HNO3  probe 

rinse  container  no,.  _ l 

Impinger  contents 
container  no.  /S 

0.1  ^W^&lank 
container  no. 

Samples  stored  and  locked 

Remarks  Dti**  e-, 


1  A 


Liquid  level 
marked 

Liquid  level 
marked  . 

Liquid  level 
marked 

Liquid  level 
marked 

Liquid  level 
marked 


Received  b) 
Remarks  i\ 


M-  a 


LABORATORY  CUSTODY 

MUa  _ 

T-  /hW'  /vi 


IN  TESTING  HELD  DATA 


I** 


it\ 

6  $ 


!  v 


i  a 
i  * 


3  r  si  vj  o 


5|e$ 


m 


S'* 


IP 

!*•  £ 


2&e«  f- 
2S1  * 

tes^  v- 


2\% 
£  ‘ 


15 


®  \o 
x  rs 


gL 


raBESiEillllimHlHIIIII 


isfi 


BBMHm 


imni 


Xk  OH- 060 


JrfAB-SAMPLE  RECOVERY  AND  INTEGRITY  SHEET 

AXy(lV(Tr\.S 

Plant  d*Jr/ _ Sample  date  £; /-  fr 

Sample  location  mzzL  tern  *  C.  Recovery  date  Y  f/ 

Run  number  /Itj/m-  2 _ Recovered  by  _ 

Filter  number(s)  _ 


MOISTURE 


Implngers  /  2- 

.? 

Silica  gel 

Final  volume  (wt)  l&bJ/j/tf'l 

ml  (g) 

Final  wt 

7MJ . 

...  g 

Initial  volume  (wtl^if^J./  , 

M  1  ml  (g) 

Initial  wt 

_  707  7 . 

g 

Net  volume  (wt)  /»**''  1 

3-*  ml  (g) 

Net  wt 

g 

Description  of  impinger  water  ttout 

& 

%  spent 

Total  moisture  /  ?&>*£>  g 
RECOVERED  SAMPLE 


Filter  container  number(s)  /£r36>3  <$  Sealed _ 

Description  of  particulate  on  filter  , <m 


t/ 

_ £ gfrfc 


Acetone  probe 

rinse  container  no.  /5363  A 
Acetone  blank 

container  no.  /J  iCrO  A 


0.1  N  HNO3  probe 
rinse  container  no. 

Impinger  contents 

contalnir/JSi 


/$_ 


0.1  N  UN03  blank 
container  no. 

Samples  stored  and  locked  _ 


Remarks 


Liquid  level 
marked 

Liquid  level 
marked  . 

Liquid  level 
marked 

Liquid  level 
marked 

Liquid  level 
marked 


LABORATORY  CUSTODY 


Received 


by  V,  f 

AiMl-flLt  'LiiLU.'tl  ul/SYiI  UvJJjuy 


Date 


Remarks j\tpyi>  ^4.  ^  -Ld* U 

_ 'jrUUtf  kU mJalJlJ  Vlai-.l pi  <A  _ LirJiM-u  •  KiVf  J 


14ML  ffA- 

hiiL 


JmSul 


B-8 


AJKMMViMnd 


II*  * 


C  £ 

»-  S 


VT  p 

it1® 


ill v 

'ii 


SH  ! 


Sse* 


1  ^ 


DHIIII1IUI 


* . 
i  V) 


■  J 


ft 


3 

& 


I 


I 


^nmiiiiiiii 

iiiimiimiHH 


lllll 


i  in 


ii  nniuii 


in 


in  ii  mi  i  n 


INITIAL  CEM  CALIBRATION  AND  PERFORMANCE  EVALUATION 


Plant 

After 

Parameter 

SO,.  CO,.  0,.  NO 

o  i  $HP 

Location 

Monitor 

Date 

y.  y  ft 

Span  value  *dE6  or  %  <%•>.  3 

Operator 

Chart  scale  too 

PN 

Pbar,  In.Hq 

Chart  divisions 

Concentre- 

—  ‘  tl  on 

pre-  Call- 

Sampling 

Cal.  gas  Direct 

Injection  dieted  by  bratlon 

system 

Cylinder 

cone.,  Injection 

through  equation,*  error,** 

bias,*** 

No. 

ppm  or  %  to  monitor 

system 

Direct  System  X  of  span 

X  of  span 

©?/  no 

W-S 

&3.\-U 

r, 

SO  A  - .  1 

faJlKOOt'XS 

3c iC  .ss.o 

33M  .  2 

-ftf 

fcn\OCJOlit 

** f 

^3.6 

icoA 

10" w «  1 

"(.3 

....0 . . 

■  ■■nMaa  « 

. jja. 

La 

1 

1 

1 

i  t 

fc 

1 

1 

I 

1 

1 

1 

*  Perform  linear  regression  of  pretest  cal.  gas  concentration  vs.  chart 
divisions  to  determine  following  equations 


y  ■  mx  +  b  x  ■  ppm  y  ■  chart  division 
For  data  reduction: 

Pollutant  ppn/t  ■  (C*'i«ri?..dJvl5ton  -b),  . 

Correlation  coef.  ■  ■ 

Calculation  concentration  predicted  by  equation  using  actual  chart 
response  obtained  from  each  calibration  gas  response. 

(Concentration  of  cal.  gas. 

**  Calibration  error,  X  span  ■  EM ■“ Jl.r.e.^.|.^^onc m.. RP-Pll.  x  100 
Acceptable  limit  ■  ±2*  each  gas  (THC  limit  Is  ±5%) . 

***  Sampling  system  bias  ■ 

(Direct  Injection  gas  cone.  -  system  Injection  gas  cone.)  x  100 

Span  value 


Acceptable  limit  <5X  of  span 

Minimum  detectable  limit  ■  2  percent  of  span  or  //-3  ^T5pfti  or  X  (circle 
one) 

Rise  time  to  95%  of  response  for  high  cal.  gas  Injected  through  system 
(return  to  zero  after  each  Injection): 

s.  £  s,  s  Avg.  s 

Precision,  %  scale  •  difference  In  chart  division  response  for  two  repeated 

Injections  of  the  same  gas  concentration  ■  -  fo.tf  ■  .3% 

(clock  time  -  /  ) 


COMMENTS: 


UHIL1  WUI'I  UnUiUnni  iVM  nnu  i  bi\i  um  - 


Plant  /crtatteKM  flamy.. 
Location  ^r7^r 

Date  tL _ 

Operator  £>  ?//&£&>£/ _ 

PN  _ 

Time,  Pretes t^SSV^  Post-test  /'7V/' 


rarameiei 

Monitor 

ou,,  tu,, 

1 &Z 

Span  value 

JMsC^r  X 

Chart  scale 

100 

Pbar,  in.Hg 

334? 

Tamb,  °F 

_ 22f_ 

Run  No. 

Cal.  gas 
Cylinder  cone., 
No.  ppm  or  X 

Chart  divisions 

Concentration 
predicted  by 
equation* 

Analyzer 

cali¬ 

bration 

error,** 

X  of  span 

Drift,*** 
X  of  span 

Pretest 

Posttest 

Pretest 

Posttest 

32/ 

soo/ 

yf7  7 

01 

srs 

oWS 

o4 

// 

SkAiGCktfp/ 

92 '/J 

23  6 

MS 

m 

& 

..A/k.. 

X 

.3 

<r> 

*  Perform  linear  regression  of  pretest  cal,  gas  concentration  vs,  chart 
divisions  to  determine  following  equation: 

y  ■  mx  +  b  x  ■  ppm  y  *  chart  division 
For  data  reduction: 

Pollutant  ppm/*  ■  jChjUljHvj  »<<»",  -  b)  .  |CP 
Correlation  coef,  ■  1*1 


**  Analyzer  cal.  error,  X  span  -  l.Cal ,  ,gas„  cone,  -__c  one  ^predicted)  x  100. 

Acceptable  limit  ■  <2X  of  span  (±5X  for  THC), 

«**  Drift  X  span  ■  (Posttest  cal,  response  -  Initial  cal,  response)  x  100 

Acceptable  limit  <3X  of  span 

Minimum  detectable  limit  ■  2%  of  span  or  ((>  (  rfforiDor  X  (circle  one) 

Maximum  zero  drift  ■  #  X  of  span  or _ ppm  or  %  (circle  one) 

Maximum  cal.  drift  ■  JS X  of  span  or  ______________  ppm  or  X  (circle  one) 

COMMENTS:  Pretest  or  posttest  (circle  one)  calibration  used  to  quantitate 

sample  data.  Posttest  is  used  If  drift  exceeds  limits  and  if  Dott¬ 
iest  yields  higher  concentrations. _ 


a. 


■H 
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CEM  DATA  REDUCTION  SHEET  FOR  BAG  ANALYSIS  OR  STEADY  READINGS 


Date  _  Parameter  SO;,,  NOx>  CO?,  CO 

Operator  pN  Location  AfTer&Mtif  g ureeT 

Pollutant  ppm/«  ■  iflaUttUUlLiM  .  .j.PP 


Run  No. 

Time** 

(24-H) 

Average 

chart 

division 

Cone. 

Comments 

/ 

'X't 

M  •• 

vis* 

(IW-H W 

*sr 

'?V 

?? 

h? 

/3.S- 

nr 

M 

$</ 

76 

U*ocd  rue  U-rtcr**,v  ,, 

l 

MM-  Z 

*£Ol  '/£?1 

/szr-rtYf 

nl?-/XS‘t 
/J4'f  *  Art 

70 

d*  t 

At 

Af 

46 ' 

J4 

34 

J/ 

3.9 

Z'V 

dfCfa  Tifa" derz-tT/v* 

1/ 

★ 

For  NOx  Indicate  whether  NO,  NO  +  NOg,  or  N0t  for  specific  Interval. 

Indicate  whether  time  Interval  Is  from  beginning  of  first  time  to  begin¬ 
ning  of  second  time  or  to  end  of  second  time  (circle  one,  or  describe 
alternate). 


Calculated 


Checked  by  T5X 


on 


4  -  V  •  *i 


CEM  DATA  REDUCTION  SHEET  FOR  BAG  ANALYSIS  OR  STEADY  READINGS 


Date  f/ _ 

Operator  £ PN 
Pollutant  ppm/S  -  (Chart  d1v1s1on_-_b) 


Time** 

Run  No, 

(24-F) 

M  -jT 

W-/&S*"  6r*S 

ffosr  4.  s 

/  wc-  6'^ 

rtusr  art 
/wsr- /'>'■&  df  ir' 


4»*  f" 

j.S 

&.ST 


Cone. 


Parameter  SO, ,  NO^,  CO, ,  0; 

Location  tfc’fexAx.f***  & 
CD  -<*.2a 


"HCJCO 


Comments 


Mntcrrt*'  <-/*<  <r~ 


For  N0X  Indicate  whether  NO,  NO  +  NOg,  or  NO,  for  specific  Interval. 

Indicate  whether  time  Interval  Is  from  beginning  of  first  time  to  begin 
nlng  of  second  time  or  to  end  of  second  time  (circle  one,  or  describe 
alternate). 


Calculated  by 


Checked  by 


-tf  ■  *i 


VCWOQIO 


5200*0010  Dll  °N  idVHD 


▼  >  n  ni  qjiNiw 


-n 


Kssr.:asa 

SBI  iHM  IMI BBB1BB  ■■SiS 

IsSiiSisaiiffliiiaaSinl 

waBisasasaBSiSasai 


iBaBaaaBaaaBaaBaa|af9BgMaaBaaanBHBBaa»BBnaaBaaga! 

SRSSSs:s:::s:5::s:^::s::::s:ass:s::55H::::3::3si: 
ii3533S:::33S333:^3335BS353385333353333S33ai35Sil 


INITIAL  CEM  CALIBRATION  AND  PERFORMANCE  EVALUAliUN 


Plant 

term  mu**/  &?•*/ 

MA9T 

Parameter 

S0»,  CO*.  0,, 

NO...  <JSP 

Location 

/CA/*tAr»*A*as. .  /b _ 

Monitor 

Date 

4-vr/ 

Span  value  *aSEor%  <%•>.•* 

Operator 

A  Trfatavj/d _ 

chart  scale  luo 

PH 

Pbar,  in.Hg  Xo,/)P 

Chart  divisions 

Concentra- 

-  *  tlon  pre-  Call- 

Sampling 

Cal.  gas 

Direct 

Injection  dieted  by  bratlon 

system 

Cylinder 

cone. , 

Injection 

through  equation,*  error,** 

bias,*** 

No. 

ppm  or  X 

to  monitor 

system 

Direct  System  %  of  span 

X  of  span 

$?/ 

ff.o 

"  qBT 

soM  -.4 

’M 

faJKOOtTUS 

Mb 

3X4  .2 

-/.f 

ftSKOOOtf/ 

ff.fJ 

J3  £> 

iCoA 

tO'to  *' « \ 

'(.3 

....0.— .. 

ClI 

»•  MlrliMiao  « 

. . 

,2:1 _ 

a 

1 

a 

^rS 

•  ! 
1 

1 

a 

a 

*  Perform  linear  regression  of  pretest  cal.  gas  concentration  vs.  chart 
divisions  to  determine  following  equation: 


y  ■  mx  +  b  x  ■  ppm  y  ■  chart  division  /Pt) 

For  data  reduction: 

Pollutant  ppm/*  -  (Chart  division  b)  .  ,j,C j 
Correction  coef .  • _ , 

Calculation  concentration  predicted  by  equation  using  actual  chart 
response  obtained  from  eacn  calibration  gas  response. 

(Concentration  of  cal.  gas. 

**  Calibration  error,  X  span  ■  fl&fl -  ^^reg!■v^-nnwn'C', ^  '  *  10° 

span,  ppm 

Acceptable  limit  ■  ±2*  each  gas  (THC  limit  Is  ±5X). 

***  Sampling  system  bias  ■ 

(Direct  Injection  gas  cone.  -  system  Injection  gas  cone.)  x  100 

§pan  va^ue 

Acceptable  limit  <5*  of  span 

Minimum  detectable  limit  ■  2  percent  of  span  or  //»3  ^gpfti  or  X  (circle 
one) 

Rise  time  to  95X  of  response  for  high  cal.  gas  Injected  through  system 
(return  to  zero  after  each  Injection): 

s.  s  Avg.  s 

Precision,  *  scale  -  difference  In  chart  division  response  for  two  repeated 

Injections  of  the  same  gas  concentration  ■  90  ft  -  90.^  ■  . 3  X 

(clock  time  -  CSfcr/  )  - - 

COMMENTS: 


Plant  derfettewy  Atony  Paratnete 

Location  &  _  Monitor 

Date  _ _  Span  val 

Operator  /Q  _  Chart  sc 

PN  &&></</ _  Pbar,  in 

Time,  Pretestgag’//'  Post-test  /3P/  Tamb,  °F 

Run  No.  jtoft \k-%  JJoah  -Z  j4Ati-3 


Parameter  SO,.  CO, 
Monitor  .  J&-75*'# 
Span  value  1^pnP>r  X 
Chart  scale  100  ■£ 

Pbar,  in.Hg  33  dl 


a P>r  X  ssS# 
o  gssrr 

33d? 

“X*i<3 


Cylinder 

No. 

KUU* - r 

Cal.  gas 
cone., 
ppm  or  % 

Chart  divisions 

Pretest  Posttest 

Concentration 
predicted  by 
equation* 

Pretest  Posttest 

Analyzer 

cali¬ 

bration 

error,** 

X  of  span 

Drift,*** 

X  of  span 

«*<3/£$S3r 

33/ 

4)$ 

7,-r  -.01 

o-r  <3*4 

<353 

/-/ 

?7l?3 

SlZ-C 

£% 

& 

_ 

.4 

.r 

<3  -7^ 

*  Perform  linear  regression  of  pretest  cal.  gas  concentration  vs.  chart 
divisions  to  determine  following  equation: 


y  ■  mx  +  b  x  ■  ppm  y  ■  chart  division 
For  data  reduction: 

Pollutant  ppm/?  ■  .(£hart-  !»vW.g>  -  -  {flrffij 

Correlation  coef.  ■ 


**  Analyzer  cal.  error,  X  span  * 


(Cal.  gas  cone.  -  cone,  predicted)  x  100 


-  ’  r  span  value 

Acceptable  limit  ■  <2X  of  span  (±5X  for  THC).  *■ 

***  Drift  *  snan  «  (Posttest  cal .  response  -  Initial  cal,  response)  x  100 
F  SpaiTvaTui  1 


Acceptable  limit  <3X  of  span 

Minimum  detectable  limit  ■  2X  of  span  or  ({<  (  <1?oE>or  X  (circle  one) 

Maximum  zero  drift  ■  &  X  of  span  or  _________  ppm  or  X  (circle  one) 

Maximum  cal.  drift  ■  jS X  of  span  or _ ppm  or  X  (circle  one) 

COMMENTS:  Pretest  or  posttest  (circle  one)  calibration  used  to  quantitate 

sample  data.  Posttest  Is  used  If  drift  exceeds  limits  and  If  post- 
test  yields  higher  concentrations. 


TX 


CEM  DATA  REDUCTION  SHEET  FOR  BAG  ANALYSIS  OR  STEADY  READINGS 


pate _ _ Parameter  SO,.  NO^*  CO,.  0 rn 

Operator  A  PN  £?_s&*/</  Location  **  o«rt<-r 

Pollutant  rr/«  ■  lChartJ1vl»1op  -  b)  .  (CD 

m  TTTZTt) 

I 


* 

** 


For  N0X  Indicate  whether  NO,  NO  +  NOg, 

Indicate  whether  time  Interval  Is  from 
nlng  of  second  time  or  to  end  of  second 
alternate). 


or  NO,  for  specific  Interval. 

beginning  of  first  time  to  begln- 
tlme  (circle  one,  or  describe 


v 


Calculated  by 


CEM  DATA  REDUCTION  SHEET  FOR  BAG  ANALYSIS  OR  STEADY  READINGS 


Date  . £■  ?/ 


Operator  /! PN 

Pollutant  ppm/*  -  iCiLaiUlvlsIon.,-..^  . 


Parameter  SO,.  NO)(»*  CO,,  0»£jHCpC0 

Location  atorzerr 

(CD 

\—/6e?  ) 


Run  No. 


Time** 

(24-F) 

Average 

chart 

division 

Cone. 

Comments 

asr-Mv*' 

}* 

/St-'ZdKs  d&T&crr+v  <-<•*.  ,r~ 

/•? 

4 ur-rtFos- 

/•? 

rtac- 

6.ST 

s.  ? 

ms-  /■**? 

•».r 

For  NOx  Indicate  whether  NO,  NO  +  NOg,  or  N0f  for  specific  Interval. 

Indicate  whether  time  Interval  Is  from  beginning  of  first  time  to  begin¬ 
ning  of  second  time  or  to  end  of  second  time  (circle  one,  or  describe 
alternate). 


Calculated  by 


on  Checked  by  _  on  -*i  * 


LABORATORY  DATA  SHEETS 
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!.  Relinquished  By. 


ANALYTICAL 

SERVICES 


CERTIFICATE  OF  ANALYSIS 

ITAQS  Cincinnati  Datei  May  1,  1991 


Attn i  Mr.  Chuok  Bruffey 


Job  Numbar  21381 


P.O.  Numbar  816006-002 


This  ia  tha  Certificate  of  Analyaia  for  tha  following  aamplaai 


Cliant  Pro j act  XDi 
Data  Raoaivadt 
Work  Order i 
Numbar  of  Samplaat 
fampla  Typai 


USATHAMA 
April  9,  1991 
Xl-04-060 
4 

Multi-Matala  Traina 


1.  Introduction 

Pour  multi-matalB  traina  and  blanka  arrivad  at  XTAB  Cincinnati  on  April  9,  1991.  Tha 
aamplaa  wara  aant  for  analytical  work  in  wupport  of  monitoring  work  on  tha  USATHAMA 

Project.  Tha  aamplaa  ara  1 aba lad  aa  follows i 

► 

Run  #  AOPM-1 
Run  #  AOPM-2 
Run  #  AO PM -3 
Run  #  AOPM-Blank 

IX.  Analytical  Raaulta/Mathodology 

Tha  analytical  raaulta  for  thia  raport  ara  praaantad  by  analytical  taat.  Bach  aat  of 
data  will  includa  aampla  idantifioation  information#  tha  analytical  raaulta#  and  tha 
appropriate  detection  limits. 

lech  train  oonaiated  of  a  filter#  acetone  rinse  and  HN03  impinger.  Tha  filter 
and  acetone  rinaa  wara  analysed  par  1PA  B.  After  BPA  S  analysis  they  were 
composited  with  tha  KN03  impinger  and  analysed  for  tha  metals  listed  on  the  next 
page. 


Reviewed  and  Approved  byi 


)  S  (HAM/' 

Tim  Soward 
Project  Manager 
104060 


American  Council  ol  Independent  Laboratories 
International  Association  ol  Environmental  Testing  Laboratories 
American  Association  for  Laboratory  Accreditation 
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IT  Analytical  Services  •  11499  Chester  Boad  •  Cincinnati,  OH  46246  •  613-7624600 


Client!  USATHAMA 

Work  Ordert  Xl-04-060 

10406001 

IT  ANALYTICAL  SERVICES 

CINCINNATI,  OH 

II.  Analytical  Results/Methodology  (cont.) 

*  Lead  by  Graphite  Furnace  Atomic  Absorption; 
SPA  Mathod  7421 

*  Cadmium/  Chromium  and  Zinc  by  Inductively 
Coupled  Plasma  Spectroscopy;  EPA  Mathod  6010 


III.  Quality  Control 

Immediately  following  the  analytical  data  for  the  samples  can  be  found  the  QA/QC 
information  that  pertains  to  these  samples.  The  purpose  of  this  information  is  to 
demonstrate  that  the  data  enclosed  is  scientifically  valid  and  defensible.  This 
QA/QQ  data  is  used  to  assess  the  laboratory's  performance  during  the  analysis 
of  the  samples  it  accompanies.  All  quantitations  were  performed  from  within  the 
calibrated  range  of  the  analytical  instrument. 

The  lead  analyses  by  Atomic  Absorption  were  done  in  duplicate.  The  average 
is  reported. 


05 


Client  t  USATHAMA 

Work  Orderi  Xl-04-060 
10406002 


IT  ANALYTICAL  SERVICES 
CINCINNATI,  OK 


Analytical  Result!,  ug 


Client  Sample  ZD 

Lab  No. 

Analyte 

Run  #  AOPM-l 

01 

Run  #  AOPM-2 

02 

Detection 

Limit 

Cadmium 

10 

4.5 

1 

chromium 

19 

20 

3 

Lead 

46 

50 

4 

Zinc 

84 

120 

4 

Client  Sample  ID 

Lab  No. 

Analyte 

Run  #  AOPM-3 

03 

Run  #  AOPM-4 

04 

ND 

Deteotion 

Limit 

Cadmium 

8.6 

l 

chromium 

24 

3.5 

3 

Lead 

102 

1.4 

4 

Zinc 

100 

16 

4 

ND  ■  Not  detected  above  the  reported  detection  limit 


Quality  Assurance  Data 


Quality  Control 
Standard  Reference  Solution 


Analyte 


Theoretical 

Value 


Percent 

Recovery 


Cadmium 

Chromium 

Lead 

Zinc 


1 

1 

0.076 

1 


99.4 

96.8 

102,  96.3 
102 
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Method  5  Blank  Analytical  Data 


F:'  1  an  t.  i  LETTERKENNY  ARMY  DEPOT 

“  - - - - - - - 

Dene, tty  of  Acetone  (3.7899  g/ml  (pa) 


ttUKrtUitiawsttmtaimiui  uimmi  mtcitwwt  mi  mu  mi  mi  mu  wna  ut  ki  rjnm  n»  nw  m  aatamm  ra  sc  aa  *  «  m  a  miuKU  uses  bbih  warn  mm  as  niMSittas:  «u»an  mmmmmvt 


1 

1 

1 

1 

Sample 

Liquid  level  at  mark 

Blank  Type! 

identifiable 

and/or  container  sealed 

bshh 

YES 

YES 

Filter  i 

YES 

YES 

WilKttiiNtlttMMaiMaiMHiitiMinMnHHiWMlittiMMMtMkiiiBmaMHWBiaMHMiMWwmtMWMnHBnB  annBMBHHnnniMnHaiBBMiH 

Acetone  Blank  Container  No»18363B  Lata  # i X  1(8406(3048 


Volume  of  Acetone!  519  ml.  (Va) 


Date  ft  Time  of  Wt. 4/22/91  2 » 15PM 
Date  ft  Time  of  Wt. 4/23/91  8 i 45AM 


( ma) 

Caf(my/g)  “ — 

( Va)  (pa) 


/ 


Beaker  Bros*  Wt .  1 1(24947 . 4  mg.1 
Beaker  Broee  Wt .  1 1(24947 . 1  mg.4. 
Average  Broee  Wt.  1 1(34947. 3  mg. 

Beaker  Tare  Wt.  1104934.0  mg.*''"* 
Beaker  Net  Wt.i  13.3  mg.(ma) 
Acetone  Blank  Value i  0,0324  mg/g  (Ca) 


Blank  Value  used  for  Calculation*!! 


0.0100  mg/g 


Filter  Hi  0970049 

Date  ft  Time  of  Wt. 4/22/91  7i30AM 

Date  ft  Time  of  Wt. 4/22/91  2 i 15PM 


Remark* 


Lab  # i X 104060M4A 
Filter  Broee  Wt.i  460.6  mg 

Filter  Broee  Wt.i  460.7  mg  ^ 

Average  Broee  Wt.i  460.7  mg 

Filter  Tare  Wt.i  466.7  mg  / 

Differencei  2.0  mg 


Signature  of  Analyeti 
Signature  of  Reviewer! 


- _ D#t*  ' 


JfaZSL-J V 
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"let hod  5  Train  Analytical  Particulate  Data 
Acetone  Rinses  and  Filter! a) 


P 1  a n t  s L, E T T E R K E N N Y  R u n  No.  s  A OPM-1 

Sample  LacationAFTERBUENER/OUTLETDensity  of  Acetone  0.7099  g/ml tS 


BKnaaeaaasuisuMtiisBBiixHsnaiauBaaBsasssasaiiBsansBaitisnaiaisssBasHisassasasiiBsacsiBie 


<imwh  <M  Ha  ilia  m 


Sample 
type 

Acetone 

Fi 1  ter 

MttnMiBBMnMUMwrauHnttiiiBaiKiaiONiiuwuifiraKntatauiWHiMirainMtBHwnnKtasaiMniMttiattintticreunanuanasaiatteiiaa 


Sample 

identifiable 
YES 

N  UM  Hal  •!»  IHM  HIM  HIM  HIM  .Ml  MM  II 

YES 


Liquid  level  at  mark 
and/or  container  sealed 

YES 


YES 


Acetone  Blank  Residue  Cone.  0,0100  mg/tj 
Acetone  Volumes  180  ml. 


Lab  # i X 1040&001B 


Date  *<  Time  of  Wt. 4/22/91  2s 15PM  Beaker  Brass  Wt.i  90S  7.8  mg 

Date  «<  Time  of  Wt. 4/23/91  Bi4»AM  Beaker  Brass  Wt.i  98597.4  mg 

Average  Brass  Wt.i  9B597.6  mg 
Beaker  Tare  Wt.i  98582.5  mg 
Less  acetone  blank  wt.i  1.4  mg 

Particulate  Wt.i  13.7  mg 

Filter  tt  917000,1  Lab  #sX1040A001A 


Date  Time  of  Wt.  4/22/91  7  s  30AM  Filter  Brass  Wt.i  419. 5  mg 

Date  ft  Time  of  Wt. 4/22/9.1,  2 1 15PM  Filter  Bros*  Wt.i  419.3  mg  ^ 

Average  Gross  Wt.i  419.4  mg 

Filter  Tare  Wt.i  401.0  mg  ^ 

Weight  of  Particulate  on  Filteri  18.4  mg 
Weight  of  Particulate  in  Acetone  Rinses  13.7  mg 

Total.  Wt.  of  Particulates,  32.  i  mg 


Signature  of 
Signature  of 


RaviBwBr' _ _ D*tei 


JL-JXL-3J 

.iM.C . 
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Method  5  Train  Analytical  Particulate  Data 
Acetone  Rinses  and  Filter (s) 


P  .1  an  t !  LETTERKENNY  Run  No  .  s  AOPM-2 

Sample  LacatianAFTERBURNER/OUTLETDensity  of  Acetone  0.7099  g/ml  / 

BiaE&niSRtsaan8B9«rjisiBKaai!:aRuiub;s:flisausiB!SEs»aai»aiBaiaBBB:a8:xa&s!snttSRBSBB5!aHBaBBaB9iiitaa 


Liquid  level  at  mark 
and/or  container  sealed 

YES 


Filter  !  YES 

m  m  m  m  m  «s  m  as  tut  m  m  m  m  m  m  an  m  m  m  m  m  an  m  r*  m 


!  YES 

n  os  an  ns  sa  m  ma  n  nia  eat  m  m  ns  es  tc  tt  ss  S3  n  iss  w  nc  ta  sn  n  oa  w  «s  w  tw  m  an  Bsiam  tss  w  vs  n  iu  r»  n  ns  a 


Acetone  Blank  Residue  Cone.  0.01(30  mg/g  S'  Lab  #sX10406002B 


Acetone  Volumes  JUS  ml.^ 

Date  It  Time  of  Wt. 4/22/91  2ii5PM  Beaker  Gross  Wt. 1103972.2  mg ^ 

Date  It  Time  of  Wt. 4/23/91  8i45AM  Beaker  Gross  Wt.il03972.0  mg 

Average  Gross  Wt. #103972.1  mg 


Beaker  Tare  Wt.i 103965. 4  mg  ^ 
Less  acetone  blank  wt.»  0.9  mg 

Particulate  Wt.i  5.0  mg 

Filter  H  9170003  Lab  #sX10406002A 


Date  It  Time 

of 

Wt. 4/22/91 

7 s 30AM 

Filter 

Gross 

Wt .  3 

392 . 1 

mg 

Date  l<  Time 

of 

Wt. 4/22/91 

2 i 15PM 

Fi 1  ter 

Gross 

Wt.  i 

392.4 

mg 

Average 

Gross 

Wt.  i 

392 . 3 

mg 

Filter  Tare  Wt.i  387.2  mg^ 
Weight  of  Particulate  on  Filters  5.1  mg 

Weight  of  Particulate  in  Acetone  Rinses  5.Q  mg 

Total  Wt.  of  Particulates  10.9  mg 
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Method  5  Train  Analytical  Particulate  Data 
Acetone  Rinses  and  Filt.er(s) 


P 1  an  t.  s  LET  TER  KENNY  Run  No ,  :  AOPM-3 

Sample  LocationAFTERBURNER/OUTLETDensity  of  Acetone  0.7899  g/ml  S' 

BusssaBaaBBaiseninsssisBBissaBgBBBessisBaassBSBBBsnicBBBBBBBaBsaaBaBsasniaaiatiBBsa 


Sample 


Sample 

identifiable 

YES 

■  «4a  }|I<>  IIM  am  HW  Mh  mm  Mm  MW  »i»  maa  m 

YES 


Acetone 
Filter 

intscmBStt^srs3ura»!u&s&wiei«»nsn»^rsaa»»a:«sr9es«a»ciK:sacsas:a3S.'BnBs3CfifiesatMS3snns8»i(S8anttBsa«m8tt8aaB3ta 

s' 


Liquid  level  at  mark 
and/or  container  sealed 

YES 

YES 


Acetone  Blank  Residue  Cone.  0.0100  mg/g 
Acetone  Volumes  105  ml- 

Date  ft  Time  of  Wt.  4/22/91  2  s  15PM  1 

Date  ft  Time  of  Wt. 4/23/91  8s 45AM  I 


Lab  # s  X10406003B 


Filter  #  9170002 


Less  acetone  blank,  wt.  s 
Particulate  Wt. s 

Lab  # i X 10406003A 


Date  ft  Time  of  Wt.  4/22/91.  7  s  30AM 
Date  ft  Time  of  Wt. 4/22/91  2s  15PM 


Weight  of  Particulate  on  Filters 
Weight  of  Particulate  in  Acetone  Rinses 
Total  Wt.  of  Particulates 


102430.8  mg 

102438. 

,4 

mg 

102438. 

.  6 

mg 

102429. 

,  6 

mg 

0 . 

,8  mg 

8. 

■  2 

mg 

402. 

i  2 

mg 

402. 

,3 

mg 

s 

hJ 

.3 

mg 

400 . 

.  3 

mg1 

2. 

,0 

mg 

8. 

mg 

10. 

■  dL, 

mg 

Signature  of  Analyst s .Qr^MX 
Signature  of  Reviewers 


Dates 

.Date5„i^M. 


c-io 
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CERTIFICATE  OF  ANALYSIS 


ITAQS  Cincinnati 


Data:  April  29,  1991 


Attm  Mr.  chuck  Bruffay 


Job  Numbar  21381 


P.O.  Numbar  816006-002 


Thia  ia  tha  Cartificata  of  Analyaia  for  tha  following  aamplaa: 

4 


Cliant  Project  IDt 
Data  Racaivadi 
Work  Ordan 
Numbar  of  saraplaai 
Sampla  Typei 


USATHAMA 
April  9 ,  1991 
Xl-04-065 
12 

Solid/Watar 


I.  Introduction 


Savan  oolida  and  fiva  watara  arrived  at  ITAS  Cincinnati  on  April  9,  1991.  Tha  aamplaa 
ware  aant  for  analytical  work  in  aupport  of  monitoring  work  on  tha  USATHAMA  Project. 
The  aamplaa  are  labeled  aa  followat 


Solid  #  FBM-1 
Solid  #  FBM-2 
Solid  #  FBM-3 
Solid  #  FBM-4 


A-l  Aah 

s-1  Steal  Shotblaat  Madia 
#1  Virgin  Bad  Material 
Water  #1  Quench  Outlet 


Water  #2  Lead  FBPa 
Water  #3  Inlet  H20 
Water  #4  FBPa  Quench  Outlet 
Water  #5  FBPa  Quench  Outlet 


II.  Analytical  Raaulta /Methodology 

Tha  analytical  raaulta  for  thia  report  are  preaented  by  analytical  teat.  Each  aat  of 
data  will  include  aample  identification  information,  the  analytical  raaulta,  and  tha 
appropriate  detection  limita. 

The  aolida  ware  analyzed  for  tha  following  matala  on  a  TCLP  baaia. 


Reviewed  and  Approved  byi 

7^ 


Tim  Soward 
Project  Manager 
104065 


American  Council  ol  Independent  Laboratories 
International  Association  o!  Environmental  Testing  Laboratone* 
American  Association  lor  Laboratory  Accreditation 
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Clients 
work  Order t 
10406S01 


rtkMA 


USATJ 
Xl-04-065 


IT  ANALYTICAL  SERVICES 
CINCINNATI,  OB 


II.  Analytical  Result a /Methodology  (cont.) 

*  Cadmium,  Chromium,  Lead  and  Zinc  by  Inductively 
Coupled  Plasma  Spectroscopy;  EPA  Method  6010 

The  TCLP  leaching  was  done  by  EPA  Method  1311. 

The  waters  were  analyzed  for  the  same  metals  on  a  total  basis.  XCF  was  also  used. 


III.  Quality  Control 

Immediately  following  the  analytical  data  for  the  samples  can  bo  found  the  QA/QC 
information  that  pertains  to  these  samples.  The  purpose  of  this  information  is  to 
demonstrate  that  the  data  enclosed  is  scientifically  valid  and  defensible.  This 
QA/QC  data  is  used  to  assess  the  laboratory's  performance  during  the  analysis 
of  the  samples  it  accompanies.  All  quantitations  were  performed  from  within  the 
calibrated  range  of  the  analytical  instrument. 

Matrix  spikes  were  performed  for  each  of  the  TCLP  analyses.  The  recoveries  are 
presented  with  the  sample  results. 
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Client t 
Work  Orders 
10406502 


USATKRKA 

Xl-04-065 


IT  ANALYTICAL  SERVICES 
CINCINNATI,  OH 


Analytical  Results,  mg/L 


Olient  Sample  ID 

Lab  No. 

Cadmium 

Chromium 

Lead 

Zinc 

Solid  #  FBM-1 

01 

0.25 

0.021 

3.4 

0.47 

MSI 

94.2 

106 

99.5 

93.0 

Solid  #  FBM-2 

02 

0.23 

0.052 

5.2 

0.43 

MSI 

96.5 

109 

96.9 

96.5 

Solid  #  FBM-3 

03 

0.41 

0.30 

7.5 

0.30 

MSI 

90.4 

104 

94.5 

88.7 

Solid  #  FBM-4 

04 

0.47 

0.20 

8.2 

0.67 

MSI 

93.1 

105 

92.6 

86.6 

A-l  ASh 

05 

1.1 

0.010 

44 

2.8 

MSI 

92.4 

105 

101 

89 

S-l  Steel  Shotblaat  Media 

06 

2.7 

ND 

ND 

180 

MSI 

76.7 

102 

88.7 

(1) 

#1  Virgin  Bad  Material 

07 

0.006 

0.050 

ND 

0.17 

MSI 

90.6 

103 

92.7 

84.2 

Water  #1  Quanch  Outlet 

08 

0.007 

0.045 

0.21 

0.18 

Water  #2  Lead  FBPa 

09 

0.003 

0.018 

ND 

0.15 

Water  #3  Inlet  H20 

10 

ND 

ND 

ND 

0.12 

Water  #  4  FBPa 

11 

ND 

0.022 

ND 

0.11 

Quench  Outlet 

Water  #  5  FBPa 

12 

0.003 

0.020 

ND 

0.10 

Quench  Outlet 

Detection  Limit 

0.002 

0.006 

0.2 

0.008 

(1)  Inappropriate  apika  level 
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Client! 

Work  Order< 
10406504 


Xl-04-065 


IT  ANALYTICAL  SERVICES 
CINCINNATI,  OB 


Quality  Assurance  Data 


Quality  Control 
Standard  Reference  Solution 


Theoretical  Percent 

Analyte  Value,  mg/L  Recovery 

4 


Cadmium 

1 

96.9, 

96.3, 

94.5, 

94.4 

Chromium 

1 

97.9, 

97.1, 

96.0, 

96.0 

Lead 

2 

97.5, 

96.5, 

99.6, 

96.6 

Zinc 

• 

1 

95.1, 

93.6, 

97.7, 

96.9 
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CERTIFICATE  OF  ANALYSIS 


IT  Corporation  Datai  May  17,  1991 

1133  21st.  Straat  NW,  Suita  500 
Washington,  DC  20036 

Attn i  Mr.  Duana  Farkar 


Job  Number  21341 


F.O.  Numbar  605626 


This  ii  tha  Cartificata  of  Analysis  for  tha  following  samples! 


Cliant  Projact  ID i 
Data  Received* 

Work  Ordari 
Numbar  of  Samplast 
sampla  Typat 


USATHAMA 
April  9,  1991 
X1-0B-027 
5 

Wasta 


X.  Introduction 


Piva  wasta  samplas  arrivad  at  XTAS  Cincinnati  on  April  9,  1991.  Tha  samplas 
wara  sant  for  analytical  work  in  support  of  monitoring  work  on  tha  USATHAMA 
Frojaat.  Tha  samplas  ara  labalad  as  follows i 

PBM-l  FBM-3 
FBM-2  FBM-4 
#1  Virgin  Bad  Matarial 


II.  Analytical  Rasults/Mathodology 


Tha  analytical  rasults  for  this  raport  ara  prasantad  by  analytical  tast.  Bach  sat  of 
data  will  includa  sampla  idantif ication  information,  tha  analytical  rasults,  and  tha 
appropriata  dataction  limits. 


Tha  analysas  raquastad  ara  listad  on  tha  following  paga. 


Raviawad  and  Approved  byt 


f  tnrrnrv  ~  CHt 

Timothy  Saward 
Projact  Manager 
105027 


American  Council  oi  Independent  Laboratories 
Iniernatii 'tial  Association  ol  Environmental  Testing  Labtvalurlos 
American  Ah.i>  ct'ilt-  i-.  |i,r  Laboratory  Accreditation 
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rr  Analytical  Services  •  11499  Chester  Spud  ,4  Cincinnati  OH  46246  •  513-762*4600 


Client  I  USATHAMA 
Work  Order*  Xl-05-027 
10502701 


IT  ANALYTICAL  SERVICES 
CINCINNATI,  OH 


XI.  Analytical  Rasults/Methodolcgy  (cont.)  . 

*  Cadmium,  Chromium,  Lead  and  Zinc  by  Inductively 
Coupled  Flaama  Spectroscopy;  EPA  Method  6010 


III.  Quality  Control 

Immediately  following  the  analytical  data  for  the  aamplea  can  be  found  the  QA/QC 
information  that  pertains  to  these  samples,  .the  purpose  of  this  information  is  to 
demonstrate  that  the  data  enclosed  is  scientifically  valid  and  defensible.  This 
QA/QC  data  is  used  to  assess  the  laboratory's  performance  during  the  analysis 
of  the  samples  it  accompanies.  All  quantitations  ware  performed  from  within  the 
calibrated  range  of  the  analytical  instrument. 


s 
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Client  I  USATHAMA 
Work  Ordari  Xl-05-027 
10502703 


XT  ANALYTICAL  SERVICES 
CINCINNATI,  OH 


Analytical  Raaulta,  ug/g 


Cliant  Sampla  ID 

FBM-1 

FBM-2 

FBM-3 

FBM-4 

#1  Virgin 

Bad  Matarial 

Lab  No. 

01 

02 

03 

04 

07 

Dataotion 

Analyta 

Limit 

Cadmium 

B .  4 

6.4 

9.2 

11 

0.26 

0.2 

Chromium 

6.8 

5.3 

19 

37 

3.0 

0.3 

Laad 

60 

77 

200 

260 

ND 

6 

Zinc 

7.9 

9.2 

11 

IB 

ND 

0.5 

s 


NO  ■  Not  datactod  abova  tha  raportad  dataotion  limit 


Quality  Aaauranca  Data 


Quality  Control 
standard  Rafaranca  Solutiona 


Thaoratical 

Paraant 

Analyta 

Valua 

Rtcovary 

Cadmium 

1 

95.9 

Chromium 

1 

99.1 

Laad 

2 

99.8 

Zinc 

1 

82.4 

ANALYTICAL 

SERVICES 


:NTER  RATIONAL 

Corporation 


CERTIFICATE  OF  ANALYSIS 


IT  corporation  Datai  May  17,  1991 

1133  21at.  Street  NW,  Suit*  500 
Washington,  DO  20036 

Attn i  Mr.  Duana  Parker 


•lob  Number  21421 


P.O.  Numbar  JTS  #  616006 


Thia  ia  tha  Cartitioata  of  Analysis  for  tha  following  samplasi 


Oliant  Projaot  id t 
Data  Received! 
work  Order i 
Numbar  of  Samplasi 
Sampl*  Typat 


USATHAMA  Projact 
May  8,  1991 
X1-05-0S6 
3 

Solid 


1.  Introduction 


S 


Thraa  solid  samplas  arrivad  at  ZTAS  Cincinnati  on  May  8,  1991.  Tha  •ample* 
war*  sant  for  analytical  work  in  support  of  monitoring  work  on  tha  USATHAMA 
Project.  Tha  samplas  war*  labalad  as  follows* 


Solid  #  SC-1  Solid  #  SC-2  Solid  #  SC-4 


II.  Analytical  Reeults/Methodology 

Tha  analytical  result*  for  this  report  are  presented  by  analytical  test.  Each  sat  of 
data  will  include  sample  identification  information,  tha  analytical  results,  and  tha 
appropriate  dataotion  limits. 

Tho  analyses  requested  ar*  listed  on  tha  following  page. 


Reviewed  and  Approved  bys 


-e<  C 

Tim  Soward 
Projact  Manager 
105056 


Amoncnn  Council  c,l  IrirJupondent  Laboialonon 
i  '  tniilMni.il  Annac.intion  ol  En.-irournonlul  Taming  Luburuiunuii 
American  Asoocniion  lor  Labointor,1  Acctediir.iiian 
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IT  Analytical  Service*  •  11499  Chester  Rood  •  Cincinnati,  OH  45246  •  613-762*4600 


Client  t  ItMJSATHAMA 

Work  Order i  Xl-05-056 
10505601 


IT  ANALYTICAL  SERVICES 
CINCINNATI,  OH 


* 


IX.  Analytical  Results/Methodology  (cont.) 

*  Cadmium*  Chromium*  Lead  and  Zinc  by  Inductively 
Coupled  Plasma  Spectroscopy;  SPA  Method  6010 

*  Total  sample  weight  before  analyais 


III.  Quality  Control 

Immediately  following  the  analytical  data  for  the  samples  oan  be  found  the  QA/QC 
information  that  pertains  to  these  samples.  The  purpose  of  this  information  is  to 
demonstrate  that  the  data  enclosed  is  scientifically  valid  and  defensible.  This 
QA/QC  data  is  used  to  assess  the  laboratory's  performance  during  the  analysis 
of  the  samples  it  accompanies.  All  quantitations  were  performed  from1* within  the 
calibrated  range  of  the  analytical  instrument. 


Client t 
Wdrk  Order t 
10505602 


ITMJSATHAMA 

Xl-05-056 


IT  ANALYTICAL  SERVICES 
CINCINNATI,  OH 


Analytical  Results 


client  Sample 

ID 

solid  # 

Solid  t 

Solid  0 

SC-1 

SC- 2 

SC- 4 

I  Lab  No. 

1 

01 

02 

03 

Detection 

Analyte 

I  - 

Units 

Limit 

|  Cadmium 

ug/g 

600 

630 

900 

0.2 

Chromium 

ug/g 

15,000 

21,000 

30,000 

0.3 

Lead 

ug/g 

86,000 

120,000 

170,000 

6 

Zino 

ug/g 

790 

1,000 

2,000 

O.S 

Total 

Sample  Weight 

9 

11 

0.93 

0.26 

s  ' 

Quality  Control 

standard 

Reference  Solution 

Theoretioal 

Percent 

Analyte 

Value 

Recovery 

Cadmium 

1 

101 

chromium 

1 

104 

Lead 

2 

98.3 

Zino 

1 

96.4 
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SAMPLING  AND  ANALYTICAL  PROCEDURES 


This  Appendix  details  the  sampling  and  analytical  methods  used  in  this  test 
program.  These  are  generic  descriptions  with  modifications  detailed  as  follows: 

«  Determination  of  Particulate  and  Trace  Metal  Emissions 

The  method  as  written  is  applicable  to  the  measurement  of  trace  metal 
emissions  including  mercury.  The  additional  implnger  solution  (potas¬ 
sium  permanganate)  and  recovery  and  analytical  procedures  specific  to 
mercury  analysis  will  not  be  used  In  this  test  series,  since  mercury  is  not 
a  metal  analyte  of  interest.  The  potassium  permanganate  impingers  will 
be  replaced  by  an  empty  implnger  followed  by  an  Impinger  containing 
silica  gel. 

o  Determination  of  Total  Gaseous  Organic  Concentration  by  U.S.  EPA 
Method  25A 

No  modifications  as  written. 
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Title:  _ JS5A _ 

Date:  10/16/90 


DETERMINATION  OF  TOTAL  GASEOUS  ORGANIC  CONCENTRATION  BY  EPA 

METHOD  25A 

Sampling  and  analysis  procedures  for  determining  total  gaseous  organic  emis¬ 
sions  are  those  described  in  EPA  Method  25A.*  Gas  flow  rates  are  determined  by 
using  EPA  Methods  1  and  2  for  velocity  and  temperature,  a  Fyrite  or  Orsat  analyzer  for 
oxygen  and  carbon  dioxide  content,  and  wet  bulb/dry  bulb  temperature  measure¬ 
ments  for  moisture  content.  The  following  is  a  detailed  description  of  Method  25A 
equipment  and  procedures. 

Sampling  Apparatus 

The  sampling  apparatus  is  shown  in  Figure  25A-1.  The  system  is  set  up  and 
operated  in  accordance  with  the  guidelines  in  the  operating  manual  for  the  total  hydro¬ 
carbon  monitor.  In  addition  to  the  hydrocarbon  analyzer,  the  sampling  system  con¬ 
sists  of: 

Particulate  Filter  -  A  short  piece  of  1/2-in.-l.d.  pipe  packed  with  glass  wool  and 
attached  to  the  end  of  the  sample  probe,  if  needed,  or  equivalent. 

Sample  Probe  -  Stainless  steel  tubing  inserted  into  the  gas  stream  being 
sampled.  A  three-way  ball  valve  at  the  outlet  of  the  probe  is  used  to  add 
calibration  gas. 

Sample  Line  •  1/4-ln.-o.d.  heated  Teflon  line  self-limited  to  maintain  a  sample 
temperature  between  250*  and  300  *F. 

Sampling  Manifold  •  One  stainless  steel  three-way  valve  and  1/4-in.  stainless 
steel  tubing  are  used  to  supply  calibration  standards  and  sample  gas  to  the 
monitor.  One  three-way  valve  is  used  to  select  calibration  injections  or  to 
sample  stack  gas.  The  whole  system  is  wrapped  with  heat  tape. 


*  40  CFR  60,  Appendix  A,  July  1990. 
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I 


GLASS  WOOL 


HEATABLE  FILTER 

3-WAY  VALVE  (IF  NEEDED) 


METHANE  STANDARDS  AND  ZERO 


Figure  25A-1 .  Method  25A  sampling  system. 
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Calibration  Gases  -  Methane  standards  in  air  and  zero  nitrogen  (less  than  0.1 
ppm  THC)  are  used  to  calibrate  the  monitor. 

.Fuel  and  Air  -  A  cylinder  of  40  percent  hydrogen/60  percent  nitrogen  and  a 
cylinder  of  compressed  air  to  provide  fuel  and  an  air  supply  for  the  analyzer's 
flame. 

Chart  Recorder  •  A  Heath  strip-chart  recorder  or  equivalent  Is  used  to  provide  a 
permanent  record  of  hydrocarbon  concentration  data. 

A  Beckman  402  total  hydrocarbon  analyzer  that  works  on  the  principle  of  flame 
ionization  Is  used.  All  critical  sample-handling  components  of  the  analyzer  are  con¬ 
tained  in  a  heat-controlled  oven.  The  oven  temperature  Is  maintained  at  250*  F 
throughout  the  test  program.  The  following  analyzer  specifications  were  provided  by 
the  manufacturer: 

Full-scale  sensitivity:  Adjustable  from  5  ppm  methane  to 

10,000  ppm  (%)  methane 

Response  time  (0  to  99%) :  Less  than  1  s  for  oven  temperature  of  200  •  F 

Less  than  1.5  s  for  oven  temperature  of  400*  F 

±1  percent  of  full  scale  per  24  hours,  with 
ambient  temperature  change  of  less  than 
10*F 

±1  percent  of  full  scale  for  successive 
Identical  samples 

Selectable  from  10  mV,  100  mV,  or  IV. 


Electricity  stability: 

Reproducibility: 

Output: 


The  magnitude  of  the  analyzer  response  to  carbon  atoms  depends  on  the 
chemical  environment  of  this  atom  In  its  molecule.  Typical  ratios  of  monitor  response 
to  methane  for  carbon  atoms  in  various  molecular  structures  are  listed  in  Table  25A-1. 


TABLE  25A-1.  MONITOR  RESPONSE  FOR  VARIOUS  HOLECULAR  STRUCTURES 


Molecular  structure 

Response  relative  to  methane,  % 

Aliphatic  compound 

100 

Anmatlc  compound 

100 

Oleflnlc  compound 

95 

Acetylenic  compound 

130 

Carbonyl  radical 

0 

Nitrile  radical 

30 

Monitor  Situp  and  Calibration 

The  monitor  setup  and  check  procedures  outlined  here  are  performed  prior  to 
sampling.  The  monitor  Is  calibrated  by  introducing  zero  and  high-level  calibration 
gases  to  the  calibration  port  of  the  sampling  manifold.  The  predicted  response  for 
low-  and  mid-level  calibration  gases  Is  calculated,  assuming  that  the  monitor  response 
Is  linear.  The  low-  and  mid-level  gases  are  then  introduced  into  the  monitor.  If  actual 
responses  for  the  gases  differed  from  the  predicted  responses  by  more  than  5 
percent,  the  monitoring  system  is  inspected  and  repaired  befc-e  sampling  begins. 

Once  the  monitor  is  calibrated,  a  system  Integrity  check  Is  performed.  Zero 
nitrogen  and  one  of  the  methane  standards  are  sampled  through  the  sample  probes 
and  lines  to  make  sure  that  the  sampling  system  is  not  diluting  or  contaminating  the 
samples.  A  stainless  steel  tee  with  a  leg  left  open  to  the  atmosphere  Is  placed  on  the 
end  of  the  probe  during  this  step  so  that  calibration  gases  being  sent  from  the 
cylinders  do  not  pressurize  the  sampling  system. 

Once  the  sample  lines  are  checked  out,  a  response-time  test  Is  performed. 

This  test  consists  of  introducing  zero  gas  to  the  probes  and  switching  to  high-level 
calibration  gas  when  the  system  is  stabilized.  The  response  time  is  the  time  from  the 
concentration  change  until  the  measurement  system  response,  and  It  is  equivalent  to 
95  percent  of  the  response  for  the  high-level  calibration  gas.  The  test  is  performed 
three  times,  and  results  are  averaged. 
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Sampling  Procedures 

At  the  start  of  the  test  day,  the  monitor  Is  calibrated  and  a  system  integrity 
check  Is  performed.  Each  sample  line  Is  also  leak-checked  by  capping  the  end  of  the 
probe  and  observing  the  sample  flow  rotameter  level  on  the  hydrocarbon  monitor.  If 
no  flow  Is  indicated  by  the  rotameter,  the  leak  check  Is  considered  acceptable. 

Daily  calibrations  for  each  range  are  performed  with  three  calibration  standards 
(low-level,  mid-level,  and  high-level)  and  zero  nitrogen.  Each  calibration  range  Is 
checked  by  linear  regression  calculations,  whloh  Indicate  linear  responses  and  are 
used  to  reduce  field  data. 

i 

When  sampling  Is  completed,  a  calibration  drift  check  is  performed  on  the  moni¬ 
tor  by  Introducing  the  zero  arid  mid-level  calibration  gas  to  the  monitor.  If  the  cali¬ 
bration  drifts  for  the  gases  do  not  exceed  2  percent  of  span,  the  pretest  calibration 
curve  Is  used  to  report  sample  results.  If  the  calibration  drift  for  either  gas  exceeds  2 
percent,  the  monitor  Is  recalibrated  and  both  sets  of  calibration  data  are  used  In 
reporting  the  results. 
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DETERMINATION  OF  PARTICULATE  AND  METAL  EMISSIONS 

Sampling  for  filterable  particulate  matter  and  total  metals  (particulate  and  gase¬ 
ous)  emissions  was  conducted  in  accordance  with  the  Methodology  for  the  Determine. 

of  Trace  Metal  Emissions  in  Exhaust  Gases  From  Stationary  Source  Combustion 
Processes.*  This  is  the  same  procedure  as  that  In  Subsection  3.1  of  the  Methods 
Manual  for  Compliance  with  BIF  Regulations.**  The  particulate  determination  in  this 
method  Is  consistent  with  EPA  Method  5.*** 

Sampling  Apparatus 

The  sampling  train  used  In  these  tests  is  assembled  by  ITAQS  personnel  and 
meets  all  design  specifications  established  by  the  U.S.  EPA.  The  sampling  apparatus 
consists  of: 

Nozzle  -  Borosllicate  glass  with  an  accurately  measured  round  opening. 

Probe  •  Borosllicate  glass  with  a  heating  system  capable  of  maintaining  a  mini¬ 
mum  gas  temperature  of  250 *F  at  the  exit  end  during  sampling. 

Pitot  Tube  ■  A  Type-S  pitot  tube  that  meets  all  geometric  standards  is  used  to 
measure  gas  velocity  during  each  sampling  run. 

Temperature  Gauge  ■  Type-K  thermocouple  attached  to  the  pitot  tube  in  an 
interference-free  arrangement  with  a  digital  readout  to  monitor  stack  gas  tem¬ 
perature  within  5*  F. 

Filter  Holder  -  Pyrex  glass  with  a  heating  system  capable  of  maintaining  a  filter 
temperature  of  250  •  ±  25  *  F. 

Filter  •  87-mm  (3-in.)-dlameter,  Pallflex  Type  2500  QAT-UP  ultra-pure  filter. 


*  EPA  Draft  Protocol,  July  1988. 

**  EPA/530-SW-9 1-010,  December  1990. 

***  40  CFR  60,  Appendix  A,  July  1990. 
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Draft  Gauge  -  An  inclined  manometer  made  by  Dwyer  with  a  readability  of 
0.01  in,HaO  in  the  0-  to  10*in.H2O  range  is  used. 

impingers  -  Five  Greenburg-Smlth  design  impingers  connected  in  series  with 
glass  ball  joints.  The  first,  third,  and  fifth  impingers  are  modified  by  removing 
the  tip  and  extending  the  tube  to  within  1.3  cm  (0.5  in.)  of  the  bottom  of  the 
flask. 

Metering  System  •  Vacuum  gauge,  leak-free  pump,  thermometers  capable  of 
measuring  temperature  to  within  2.8' C  (5 •  F),  calibrated  dry  gas  meter,  and 
related  equipment  to  maintain  an  isokinetic  sampling  rate  and  to  determine 
sample  to  volume.  The  dry  gas  meter  Is  made  by  Rockwell,  and  the  fiber  vane 
pump  is  made  by  Gast. 

Barometer  •  Aneroid  tube  type  to  measure  atmospheric  pressures  to 
±2.5  mmHg  (±0.1  in.Hg). 

Sampling  Procedure 

Pallflex  filters  are  desiccated  for  at  least  24  hours  and  weighed  to  the  nearest 
0.1  mg  on  an  analytical  balance.  One  hundred  mL  of  5  percent  nitric  acld/10  percent 
hydrogen  peroxide  solution  are  placed  in  each  of  the  first  two  Impingers;  the  third  and 
fourth  Impingers  contain  100  mL  of  acidic  potassium  permanganate  solution;  and  the 
last  Implnger  contains  200  to  400  g  of  silica  gel. 

The  train  Is  set  up  with  the  probe  as  shown  in  Figure  PMM-1.  The  sampling 
train  is  leak-checked  at  the  sampling  site  prior  to  each  test  run  by  plugging  the  Inlet  to 
the  nozzle  and  pulling  a  15-in.Hg  vacuum,  and  at  the  conclusion  of  the  test  by  plug¬ 
ging  the  inlet  to  the  nozzle  and  pulling  a  vacuum  equal  to  the  highest  vacuum  reached 
during  the  test  run. 

The  pitot  tube  and  lines  are  leak-checked  at  the  test  site  prior  to  and  at  the 
conclusion  of  each  test  run.  This  check  is  made  by  blowing  into  the  impact  opening 
of  the  pitot  tube  until  3  or  more  Inches  of  water  is  recorded  on  the  manometer  and 
then  capping  the  impact  opening  and  holding  it  for  15  seconds  to  ensure  that  it  is  leak 
free.  The  static-pressure  side  of  the  pitot  tube  is  leak-checked  by  the  same  proce¬ 
dure,  except  suction  is  used  to  obtain  the  3-in.H20  manometer  reading. 

Crushed  ice  is  placed  around  the  Impingers  to  keep  the  temperature  of  the  gas 
leaving  the  last  implnger  at  68'F  or  less.  During  sampling,  stack  gas  and  sampling 
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Particulate/metals  sampling  train. 
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train  data  are  recorded  at  each  sampling  point.  Sampling  rates  are  determined  with 
the  aid  of  a  programmable  calculator,  and  all  sampling  data  are  recorded  on  the  Emls- 
slon  Testing  Field  Data  Sheet. 

Recovery  Procedures 

Upon  completion  of  each  sample  run,  the  sampling  train  is  allowed  to  cool  and 
Is  then  disassembled  Into  sections.  Ine  probe  and  implnger  sections  are  sealed  and 
carefully  transported  to  the  cleanup  area. 

The  amount  of  moisture  collected  Is  determined  volumetrically  using  a  graduat¬ 
ed  cylinder  or  by  weighing  each  implnger  before  and  after  the  sample  run.  After  being 
weighed,  the  silica  gel  Is  discarded.  Figure  PMM-2  Is  a  schematic  of  the  sample  re¬ 
covery  performed  on  the  different  sample  fractions.  The  samples  are  recovered  as 
follows: 

Container  No.  1  •  The  filter  Is  placed  into  a  petrl  dish,  sealed,  and  labeled. 

Container  No,  2  ■  The  filter  holder,  probe,  and  nozzle  are  rinsed  with  acetone  to 
recover  particulate.  A  nylon  brush  is  used  to  remove  particulate.  The  rinse  Is 
recovered  In  a  glass  jar. 

Container  No.  3  *  The  nozzle,  probe,  and  filter  holder  front  halves  are  rinsed 
with  0.1  N  HN03  Into  a  leak-free  polyethylene  container. 

The  contents  of  the  first  two  implngers  and  a  0.1  N  HN03  rinse  of  the  filter  hold¬ 
er  backhalf  and  connecting  glassware  are  placed  in  the  same  leak-free  polyeth¬ 
ylene  container.  The  container  Is  sealed  and  labeled,  and  the  liquid  level  ie 
marked. 

Container  No.  4  •  The  contents  of  the  third  and  fourth  Implngers  and  an  acidi¬ 
fied  potassium  permanganate  rinse  are  placed  In  an  amber  glass  container. 

The  container  Is  sealed  and  labeled,  and  the  liquid  level  Is  marked. 

Blanks  of  each  reagent  are  taken  In  the  field  for  preparation  and  analysis  In  a 
manner  Identical  to  that  for  the  samples.  For  each  project,  the  blanks  consist  of  one 
or  more  of  the  following: 

1)  Field  blank  -  A  sampling  train  Is  set  up,  leak-checked,  recovered,  and 
analyzed  as  a  sample. 
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Figure  PMM-2.  Multimetals  train  recovery  procedures. 
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2)  Reagent  blank  ■  A  sample  of  each  reagent  used  is  taken  and  analyzed 
either  separately  or  by  combining  them  in  the  same  proportion  as  that 
used  for  samples. 

3)  Blank  spike  •  A  set  of  blank  reagents  is  taken  and  combined  in  the  same 
proportion  as  was  used  for  the  samples.  Prior  to  analysis,  the  blank  set 
is  spiked  with  a  known  amount  of  each  metal. 

A  diagram  illustrating  sample  preparation  and  analysis  procedures  for  each  of 
the  sample  train  components  Is  shown  in  Figure  PMM-3. 

Sample  Preparation  and  Analysis,  Particulate 

Container  No.  1  -  The  filter  and  any  loose  particulate  ma.ter  from  this  sample 
are  placed  Into  a  tared  weighing  dish,  desiccated  for  24  hours  to  a  constant 
weight,  and  weighed  to  the  nearest  0.1  mg. 

Container  Nlo.  2  •  The  acetone  washings  are  transferred  to  a  tared  beaker  and 
evaporated  to  dryness  at  ambient  temperature  and  pressure,  desiccated  for 
24  hours  to  a  constant  weight,  and  weighed  to  the  nearest  0.1  mg. 

Sample  Preparation  and  Analysis,  Metals 

Container  Nos.  1  and  2  ■  The  filter  with  Its  filter  catch  and  the  acetone  residue 
are  divided  into  portions  containing  approximately  0.5  g  each  and  placed  Into 
the  analyst's  choice  of  either  individual  microwave  pressure-relief  vessels  or 
Parr®  Bombs.  Six  ml  of  concentrated  nitric  acid  and  4  mL  of  concentrated 
hydrofluoric  acid  are  added  to  each  vessel.  For  microwave  heating,  the  sample 
vessels  are  microwaved  for  approximately  12  to  15  minutes  (In  Intervals  of  1  to 
2  minutes)  at  600  Watts.  For  conventional  heating,  the  Parr  Bombs  are  heated 
at  140*  C  (285  *F)  for  6  hours.  The  samples  are  then  cooled  to  room  tempera¬ 
ture  and  combined  with  the  acid-digested  probe  rinse. 

Container  No.  3  ■  If  necessary,  the  pH  of  this  sample  is  lowered  to  2  with  con¬ 
centrated  nitric  acid.  After  pH  adjustment,  the  sample  is  rinsed  Into  a  beaker 
with  water,  and  the  beaker  is  covered  with  a  ribbed  watchglass.  The  sample 
volume  Is  reduced  to  approximately  20  mL  by  heating  on  a  hot  plate  at  a  tem¬ 
perature  just  below  boiling.  The  sample  is  then  digested  as  follows: 

a)  30  mL  of  50  percent  nitric  acid  Is  added  to  the  sample,  and  the 
solution  is  heated  for  30  minutes  on  a  hot  plate  at  a  temperature 
just  below  boiling. 

b)  10  mL  of  3  percent  hydrogen  peroxide  Is  added,  and  the  solution 
is  heated  for  an  additional  10  minutes. 


Figure  PMM-3.  Sample  preparation  and  analysis  scheme. 
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c)  50  mL  of  hot  water  is  added,  and  the  solution  is  heated  for  an 
additional  20  minutes. 

After  digestion,  the  remaining  sample  Is  combined  with  the  contents  of  Con¬ 
tainer  1 .  This  combined  solution  of  the  acid-digested  filter,  probe,  and  probe 
rinse  and  the  impinger  contents  is  filtered  by  using  Whatman  541  filter  paper. 

The  filtered  solution  is  then  divided  into  three  fractions.  The  first  fraction  is  an¬ 
alyzed  by  inductively  coupled  argon  plasma  emission  spectroscopy  (ICAP)  in 
accordance  with  EPA  Method  200,7  (40  CFR  136,  Appendix  C)  which  is  the 
same  as  Method  6010  from  SW  846.*  The  second  fraction  Is  analyzed  by 
graphite  furnace  atomic  absorption  spectroscopy  (AAS).  The  third  fraction  Is 
then  digested  and  analyzed  for  mercury  by  cold  vapor  atomic  absorption 
(CVAA)  spectroscopy. 

The  following  list  shows  the  methods  normally  used  for  each  metal.  The  listed 
detection  limits  are  shown  in  micrograms  per  sample;  actual  detection  limits  will 
vary  depending  on  blank  levels,  any  dilutions  made  to  account  for  high  levels  of 
metals,  or  Interferences.  The  detection  limit  for  mercury  includes  the  permanga¬ 
nate  fraction. 


Normal  procedure 


Optional  alternate  procedurt 


Mil 

Method 

SlUl 

Nominal  datac- 
LlgflJMt.  ifl 

Method 

No.* 

Nominal  detec- 
ILsiLiML-l ffl 

Antimony 

ICAP 

6010 

30 

AA 

7041 

2 

Arieniq 

AA 

7060 

0.3 

- 

Barium 

ICAP 

6010 

0.5 

. 

Beryllium 

ICAP 

6010 

0.7 

- 

Cadmium 

ICAP 

6010 

1 

- 

Chromium 

ICAP 

6010 

3 

- 

Copper 

- 

- 

- 

ICAP 

6010 

3 

Load 

AA 

7421 

0.4 

ICAP 

6010 

60 

Ntckal 

- 

- 

- 

ICAP 

6010 

10 

Manganese 

- 

- 

- 

ICAP 

6010 

1 

Mercury 

AA 

7470 

0.2 

- 

- 

- 

Selenium 

- 

- 

- 

AA 

7740 

0.5 

Stlvar 

AA 

7761 

0.1 

- 

• 

■ 

Thallium 

ICAP 

6010 

120 

AA 

7841 

0.7  ' 

2inc 

- 

- 

- 

ICAP 

6010 

4 

Container  No,  4  •  A  known  aliquot  of  the  sample  Is  taken  and  diluted  to  approxi¬ 
mately  120  mL  with  mercury-free  water,  Approximately  15  mL  of  50  percent 
potassium  permanganate  solution,  5  mL  of  50  percent  nitric  acid,  5  mL  of  con¬ 
centrated  sulfuric  acid,  and  9  mL  of  5  percent  potassium  sulfate  are  added  to 
the  sample.  The  sample  is  then  heated  for  2  hours  at  95*  C  in  a  convection 
oven  or  water  bath.  After  cooling,  5  mL  of  hydroxylamine  hydrochloride 


*  Test  Methods  for  Evaluating  Solid  Waste:  Physical/Chemical  Methods,  SW  846, 
Third  Edition,  September  1988. 
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solution  is  added  and  mixed  with  the  sample.  Then  7  mL  of  stannous  chloride 
is  added  and  the  sample  is  analyzed  for  mercury  by  CVAA  spectroscopy. 

Normal  analytical  quality  assurance  measures  include  dally  full  instrument  cali¬ 
bration  (ICAP  is  a  zero  and  standard;  AAS  is  a  zero  and  minimum  three  standards), 
analysis  of  a  method  blank,  analysis  of  a  laboratory  control  sample  (LCS,  a  method 
blank  spiked  with  a  known  quantity  of  each  metal),  analysis  of  one  sample  by  ICAP  in 
duplicate,  performance  of  all  AAS  analyses  in  duplicate,  and  performance  of  a  post¬ 
digestion  spike  for  each  metal  analyzed  by  AAS.  For  specific  projects,  a  matrix  spike 
may  be  designated  for  mercury  in  the  permanganate  fraction. 
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CALIBRATION  PROCEDURES  AND  RESULTS 


All  of  the  equipment  used  is  calibrated  in  accordance  with  the  procedures  out¬ 
lined  in  the  Quality  Assurance  Handbook  for  Air  Pollution  Measurement  Systems.  Vol¬ 
ume  III.*  The  following  pages  describe  these  procedures  and  include  the  data  sheets. 


EPA  600/4-77-027b. 
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Nozzle  Diameter 

Each  nozzle  used  in  these  tests  is  calibrated  by  making  three  separate  mea¬ 
surements  and  calculating  the  average.  If  a  deviation  of  more  than  0.004  inch  is  found 
between  any  two  measurements,  the  nozzle  is  either  discarded  or  reamed  out  and 
remeasured.  A  micrometer  is  used  for  measuring.  These  calibration  data  are  shown 
in  the  following  Nozzle  Calibration  data  sheet(s). 
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NOZZLE  CALIBRATION 


Dat«:  yv/?/. 


Calibrated  byr 


fF 


Nozzle 

identification 

number 

m 

Li  2  1  in. 

D3,  in. 

AD  f  in  a 

<€>0i 

i 

r 

0**1? 

o 

avg 


o,  »cjr 


where: 


D,  2  ,  -  nozzle  diameter  measured  on  a  different  diameter,  in. 

Tolerance  ■  measure  within  0.001  in. 

AD  -  maximum  difference  in  any  two  measurements,  in. 
Tolerance  ■  0.004  in. 

Davg  "  avera9®  of  Di»  D2'  anc*  D3* 


Figure  E-l.  Nozzle  calibration  data. 
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Pitot  Tube  Calibration 


Each  pitot  tube  used  in  sampling  is  constructed  by  ITAQS  and  meets  all 
requirements  of  EPA  Method  2,  Section  4.1.*  Therefore,  a  baseline  coefficient  of  0.84 
is  assigned  to  each  pitot  tube.  The  following  pages  show  the  alignment  requirements 
of  Method  2  and  the  Pitot  Tube  Inspection  Data  Sheet(s)  for  each  pitot  tube  used 
during  the  test  program. 


*40  CFR  60,  Appendix  A,  July  1989. 
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t 


1  PLANES  1 


(a)  ENOVIEW 


A-SIDE  PLANE 


(c) 


Properly  constructed  Type  S  pitot  tubes  shown  In:  (a)  end  view,  face  opening 
planes  perpendicular  to  transverse  axis;  (b)  top  view,  face  opening  planes  parallel  to 
longitudinal  axis;  (c)  side  view,  both  legs  of  equal  length  and  centerlines  coincident 
when  viewed  from  both  sides.  Baseline  coefficient  values  of  0.84  may  be  assigned  to 
pitot  tubes  constructed  this  way. 
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TRANSVERSE 
TUBE  AXIS 


RSE  i 

«£i 


B 


A  V  B 


LONGITUDINAL  V  B 
TUBE  AXIS  0 _ 


B2  (-♦■  or  ~) 


B1  (♦  or  -) 


(g) 


Types  of  face-opening  misalignment  that  can  result  from  field  use  or  improper 
construction  of  Type  S  pitot  tubes.  These  will  not  affect  Cp  as  long  as  a,  and  a2  are 
<10* ,  B1  and  Ba  are  <5*.  z  is  <0.32  (1/8  in.),  and  w  is  <0.08  cm  (1/32  in.). 


m  mmt 


PITOT  TUBE  INSPECTION  DATA  SHEET 


Pitot  Tube  No.  J  '  Date 


Inspector 


Ctl 

0.2 

Pi 

P2 

degrees 

degrees 

degrees 

degrees 

A 

O 

0 

<10° 

0 

m 

V 

1 

A 

at 

a 

Dt' 

P 

inches 

Inches 

0.105  S  Pt  <0.380 


Dt 

1.50  Dt 

)S 

inches 

Y 

degrees 

<P 

degrees 

/ 

0 

P»ln(Y) 

Inches 


<0.125 


P«ln(<p) 

Inches 


>oc 


<0.03125 


Pi 

inches 


Ps 

Inches 


|Pi  -  P2I 
Inches 


,00 


S0.010 


1 .05  Dt  <P \  <1 .50  Dj  1 .05  D|  <P2  <1 .50  Dt 


Lower  line  In  each  table  is  limits  for  meeting  specifications. 

Checked  by  A _ 


Meet 

specifications 


Date 
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Dry  Gat  Meter  and  Orifice  Meter 

The  following  page  shows  the  Calibration  Setup  used  for  the  initial  and  post-test 
calibration.  A  wet-test  meter  with  a  2-cublc-feet-per-minute  capacity  and  ±  1  percent 
accuracy  is  used.  The  pump  Is  run  for  approximately  15  minutes  at  an  orifice 
manometer  setting  of  0.5  in.H20  to  heat  up  the  pump  and  wet  the  Interior  surface  of 
the  wet-test  meter.  The  information  in  the  following  example  Calibration  Data  Sheet  is 
gathered  for  the  initial  calibration;  the  ratio  of  accuracy  of  the  wet-test  meter  to  the  dry- 
test  meter  and  the  AH@  are  then  calculated. 

Post-Test  Meter  Calibration  Check 

A  post-test  meter  calibration  check  is  made  on  each  meter  box  used  during  the 
test  to  check  Its  accuracy  against  the  last  calibration  check.  This  post-test  calibration 
must  be  within  ±5  percent  of  the  Initial  calibration.  The  Initial  calibration  Is  performed 
as  described  In  APTD-0576.  The  post-test  calibration  Is  performed  by  the  same 
method.  Three  calibration  runs  are  made  by  using  the  average  orifice  setting  obtained 
during  each  test  run  and  setting  the  vacuum  at  the  maximum  value  obtained  during 
each  test  run.  The  post-test  calibration  check  indicated  that  all  three  runs  for  each 
meter  box  were  within  the  ±  5  percent  range  allowed  by  EPA  Method  5.* 

The  Particulate  Sampling  Meter  Box  Initial  Calibration  and  Post-Test  Calibration 
data  sheets  are  included  in  the  following  pages, 


*  40  CFR  60,  Appendix  A,  July  1990. 
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METER  BOX 


GLASS  TUBE 
THERMOMETER 


r— i  n  U-TUBE 
irn  MANOMETER 


UMBILICAL 

PRESSURE^  1/ 
CONTROL 

VALVE 

Calibration  setup 

DATE  ■ 

&AROMETRI0  PRESSURE,  P  b- 


WETTEBT 


T  w, 


METER  BOX 

DRY  OAS  METER  NO,  . . . . . 


DRV  GAB  METER 

INLET  I  OUTLET  I  AVERAGE  TME 
tdl  i  I  Idni  I  @> 


AH 

AH 

w 

0.8 

0.0381 

t.O 

0.0737 

1.8 

0.110 

2.0 

0,147 

AVERAGE 


AH® 


VwPb(t«(+AW) 


o.wir  ah 


Y  -  Rite  el  accuracy  el  wet  teat  mater  to  toy  teal  malar.  Teleranee  -  a  0.01 
aM®  •  Ortdca  el  prat  cure  dllferenf  al  ttoat  glvaa  0. 78  dm  ol  air  at  70*  f  and  20,92  Inchat  el 
mercury,  In  Hg  ).  Tolerance  ■  iO.IB, 


Calibration  data  sheet.. 
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AK@  -  Minimum  dH@ 
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XI 
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I 
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>-t 


i 


7>  46 

fN.  O 


a 


\f> 

« 9 


«**•  * 

tj-  a  :« 
a>  or  or 


48 

«•> 


a> 

a> 

«P 
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Stack  Thermocouples 

Each  thermocouple  is  calibrated  by  comparing  it  with  an  ASTM-3F  thermometer 
at  approximately  32* F,  ambient  temperature,  100*F,  and  500* F.  The  thermocouple 
read  within  1.5  percent  of  the  reference  thermometer  throughout  the  entire  range  when 
expressed  In  degrees  Rankine.  The  thermocouples  may  be  checked  at  ambient 
temperature  at  the  test  site  to  verify  the  calibration.  Calibration  data  are  included  in 
the  following  Thermocouple  Calibration  Data  Sheet(s). 


E-13 


THERMOCOUPLE  CALIBRATION  DATA  SHEET 

Data:  JAhhlfm. _  _  Thermocouple  No:  0 

Calibrator:  _  Reference:  rfSFA?  -  T/r 

Range:  ' _ 


Reference 
point  no. 

Source* 

Reference 

thermometer 

temperature 

°F 

Thermocouple 

temperature 

°F 

Difference 

%“ 

1 

2 

70 

_ £_2 _ 

.S'? 

2 

1 

3* .  ... 

mm 

0 

3 

3 

a/n 

3)7 

.  vr 

4 

4 

—m _ 

_ Ll.l 

*  Source:  1)  Ice  bath 

2)  Ambient 

3)  Water  bath 

4)  011  bath 

**  Percent  difference. 


Bate  re  nee  temp^R.-.  thermocouple  temp.  eR  x  100o/o 
(Reference  temp.  °R) 

where  °R  -  °F  +  460 

Each  percent  difference  must  be  less  than  or  equal  to  1.6%. 


Checked  by 
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Digital  Indicators  for  Thermocouple  Readout 

A  digital  indicator  is  calibrated  by  feeding  a  series  of  millivolt  signals  to  the  input 
and  comparing  the  indicator  reading  with  the  reading  the  signal  should  have  gene¬ 
rated.  Error  did  not  exceed  0.5  percent  when  the  temperatures  were  expressed  in 
degrees  Rankine.  Calibration  data  are  included  in  the  following  Thermocouple  Digital 
Indicator  Calibration  Data  Sheet(s). 
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niLLIVOLT 

signal 

equivalent 

TlltfSitAKRE, 
df{.  F  * 

“0. 692 

0 

1.520 

too 

1.61$ 

200 

6.0S2 

300 

6.314 

400 

10.560 

SCO 

22.311 

1000 

29.311 

1300 

36 . 166 

1600 

inn 

19CO 

Joo 


3?1 


Sec 


/OOO 


tz<n 


O 

o 

* 

o 

t 

dp 

rtretnl  dlf amt  bt  l«u  than  of  aqutl  to  C.Si 
f«; cant  dlf <*rcr.s«: 

(Esulvilnl  iHparatwu,  d»(,  R  •  Of |ttal  Indicator  toaptratun,  dt(.  (MlOOt) 


fEq-.’l»alt»t  Uifirat'iM,  4»j.  HI 
Vhort,  d»j.  I  *  dt|.  F  «  460 
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Dry  Gas  Thermocouples  and  Implnger  Thermocouples 

The  dry  gas  thermocouples  are  calibrated  by  comparing  them  with  an  ASTM-3F 
thermometer  at  approximately  32  *F,  ambient  temperature,  and  a  higher  temperature 
between  approximately  100*  and  200 *F.  The  thermocouples  agreed  within  5*F  of  the 
reference  thermometer.  The  impinger  thermocouples  are  checked  in  a  similar  manner 
at  approximately  32*  F  and  ambient  temperature,  and  they  agreed  within  2*  F.  The 
thermocouples  may  be  checked  at  ambient  temperature  prior  to  the  test  series  to 
verify  calibration.  Calibration  data  are  Included  in  the  following  Dry  Gas  Thermometer 
and  Impinger  Thermocouple  Calibration  Data  Sheet(s). 
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r-F.V  GAS  THERMOCOUPLE 
CAL  I  BRAT  i  ON  DATA  SHEET 


I 


«/l  flo 


INLET 


Ref  erence 
point 

No. 

Source ' 

Reference 
thermometer 
temperature 
deg-  F 

Thermocouple 
temperature 
dej.  F 

Di  i  Terence 
deg.  F' ' 

1 

1 

ra 

is 

o 

tm 

2 

?3 

3/ 

1 

m 

O 

5 

ZOO 

2a& 

€0 

OUTLET 


F;e  r  er  once 
po  i  n  t 
'  No . 

Source ' 

Reference 
thermometer 
temperature 
deg.  F 

Thermocouple 
temperature 
deg.  F 

['if  rerence 
deg.  F * ' 

1 

1 

Cf 

6S 

o 

- 

* 

33 

3/ 

1 

- 

- 

Z40 

zee 

<0 

!  ■:  t  t i :  :  i 
>irt  *:  Ci: 


Triermocoupio  Nes 
F.*f  e  ranee  s 


Z2LL 


OST/t-tf 
77*/* h  **/*/’ 
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IMPINGER  THERMOCOUPLE  CALIBRATION  DATA  SHEET 


Date: 


Calibrator:  77 


tjd  r6 


Thermocouple  No: 
Reference:  d'ST A!  ~ 


Reference 
point  no. 

Source' 

Reference 

thermometer 

temperature 

°F 

Thermocouple 

temperature 

°F 

Difference 

op‘* 

1 

1 

. -21 _ 

L 

2 

2 

^ _ 

24L _ 

_ C2. _ 

*  Source:  \'i  Anblent 
2)  Ice  bath 

**  Difference  must  be  less  than  2°F  at  both  points. 

Checked  by 
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Trip  Balance 


The  trip  balance  is  calibrated  by  comparing  it  with  Class-S  standard  weights, 
and  It  agreed  within  0.5  g.  Calibration  data  are  shown  in  the  following  Trip  Balance 
Calibration  Data  Sheet  (s). 
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CO 


TRIP  BALANCE  CALIBRATION  DATA  SHEET 


Balance 

No. 

Date 

Calibrator 

Mass  determined  for 

5g 

Error 

50  g 

Error 

100  g 

Error 

'//*! 

S'J  Gwvtt 

£>.3 

03 

9>.i 

0.3 

(00.7- 

0.3- 

<no 

ytjh/fy 

5.0 

00 

0 

oo.o 

O.o 

f CO A 

oA 

HU 

ft  7  6m  i )£*> 

£1 

O.I 

5 o.( 

0.  ( 

lot,  i 

OA 

b/nfa 

I? 0 

51 

oA 

go.i 

OA 

loo  A 

OA 

w 

li/w/lt 

%7  Gm‘H 

5.0 

O.o 

O-l 

foo.0 

O.o 

m 

$7  CcuM* 

5.0 

O.o 

50.o 

P.6 

too.o 

00 

mm 

S’J  Gm\j& 

50 

oo 

50.0 

Op 

100.0 

0.0 

Error  must  not  exceed  0.5  grams  at  each  point. 


Checked  by 


Date  hltmt 
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Barometer 

The  field  barometer  is  calibrated  to  within  0.1  in.Hg  of  an  NBS-traceable 
mercury-in-glass  barometer  before  the  test  series.  It  is  checked  against  the  reference 
barometer  after  each  test  series  to  determine  if  it  reads  within  0.2  in.Hg.  The  barome¬ 
ter  read  within  the  allowable  limits  each  time.  Calibration  data  are  included  in  the 
following  Barometer  Calibration  Log(s). 


APPENDIX  C-l 


SUMMARY  OF  OBSERVATIONS 
FBSS  RUNS  ON  APRIL  4,  1991 

Test  Paint  Characteristics 


Description: 


Manufacturer: 

Product: 

Type: 

Color: 

Spec: 

Lot  No.: 

Manufactured: 

Density: 


Pratt  and  Lambert,  Wichita,  KS 
No.  742-324 
Enamel  -  Alkyd  •  Gloss 
Yellow  13655 

TT-E-489G  Am-1  Type  I  Class  A 
G808010 

September  12, 1988 
9.9  lbs./gal. 


Composition; 


Composition 


Analysis^ 


Component 

Total  Concentration 

Results,  wt  % 

KM 

37.6 

mm  m 

$6.2 

Lead 

■Kni 

2974 

19.21 

mm  .'1  .iTMGSinSIBBMWi 

4.8 

~~~T7T 

None 

I^one 

<2  ppm 

Zinc  (from  drier 

_ L16%1L- 

mmm 

0.1 

0.12 

Composition  reported  by  the  manufacturer  from  batch  information.  Telephone 
report  from  Mr.  Gene  Saghi,  Technical  Director,  (Phone:  316-733-1361). 

Analyses  performed  by  Martel  Laboratory  Services,  Inc.,  Baltimore,  MD.  Results 
are  on  a  dry  basis  except  non-volatiles, 


Calculated  density  of  the  non-volatiles:  1.95  gm/cm^ 


Martel  Lab  Number:  10530 


Log  Identification:  W-9303 


Samples  received  by  Martel. 

Project  Identification:  Military  Paint 


International  Technology  Corporation  June  13,  1991 

1133  21st  Street  NW 
Washington,  DC  20036 
Attention:  Dr.  Elbert  Herrick 


Client  Identification:  IT 

Analytical  Parameter  Method  Result  Units 


Log  Identification:  W-9303 
Date  Received:  05/17/91 


Sample  ID:  1.  Military  Paint 


Solids  (Total) 

EPA 

160.3 

56.2 

% 

Lead 

EPA 

239.1 

19.21 

% 

Chromium 

EPA 

200.7 

3.73 

% 

Cadmium 

EPA 

200.7 

<2 

mg/kg 

Zinc 

EPA 

200.7 

0.12 

% 

All  procedures  used  are  in  accordance  with  the  following  methods: 
EPA-600/4-79-020 ,  "Methods  for  Chemical  Analysis  of  Water  and  Wastes". 

SW-846 ,  "Test  Methods  for  Evaluating  Solid  Waste",  1986. 

Results  report  on  a  dry  basis  except  total  solids.  Replicate 
analysis  confirms  the  results. 


QC  Approval 


Date 


Page  No.  1 
06/13/91 

Analytical  Information 
Dates,  Times,  Analysts 

(dates  may  refer  to  date  begun  or  date  approved) 

Log  Test  Date  Time  Analyst 

Number  Code  Performed  Performed  Initials 


**  Sample 

ID:  1. 

Military  Paint 

9303 

TS 

06/05/91 

10:00 

NMN 

9303 

PB 

06/05/91 

16:00 

BAB 

9303 

CR 

06/05/91 

16:00 

BAB 

9303 

CD 

06/05/91 

16:00 

BAB 

9303 

ZN 

06/05/91 

09:30 

BAB 

ANALYTICAL 

SERVICES 


CERTIFICATE  OF  ANALYSIS 

XTAQ8  Cincinnati  Datet  April  29,  1991 


Attm  Mr.  Chuck  3ruf fey 


Job  Number  21381 


P.O.  Number  818006-002 


This  ia  tha  certificate  of  Analytic  for  tha  following  samples s 

* 


diant  Project  10 1 
Data  Received! 

Work  order i 
Number  of  Sampleei 
Sample  type: 


USATHAMA 
April  9,  1991 
X1-Q4-065 
12 

Solid /Water 


X.  introduction 


savan  solids  and  five  watara  arrivad  at  ITAS  Cincinnati  on  April  9/  1991.  r ha  sampiao 
wera  aant  for  analytical  work  in  support  of  monitoring  work  on  fcKu  usathama  Rrojwct. 
Tha  aaaplaa  era  labalad  aa  follower 


Solid  *  FBM-1 
Solid  *  F8M-2 
Solid  #  PBM-3 
solid  #  raw-4 


A-l  Aah 

S-l  Staal  shotblaat  Madia 
#1  virgin  Bad  Mat trial 
Watar  #1  Quench  Outlat 


water  #2  Lead  M" 
watar  #3  xnlat  H20 

Water  #4  rBffl  Quench  Out: 
Water  PS  pbpb  Quench  outlet 


11.  Analytical  Raaulta/Mathodology 

Tha  analytioal  raaulta  for  tnia  report  are  presented  by  analytical  teat.  Each  set  of 
data  will  include  aample  identification  information,  tha  analytioal  results,  and  the 
appropriate  detection  limits. 

Tha  solids  ware  analysed  for  tha  following  metals  on  a  TCLP  basis. 


Reviewed  and  Approved  byi 

Tie  Soward 
Project  Manager 
104045 


|  - — - 

American  Cou.  al  o|  lndop»nd*TU  Laboratanei 
International  Ancdatoc  o 1  Environmental  Teeing  Labortttonet 
American  Aaeaeiatior  !or  Laboratory  A«ieditation 


Clients  USATHAXA 
Work  Orders  X1-04-06S 
10404501 


IT  analytical  am VICJS 

C3NCWNA31, 08 


n.  Analytical  Reauits/Methodology  (cont.) 

*  Cadmium,  chromium,  Lead  and  Sine  by  Inductively 
Coupled  Plasma  spectroscopy;  kpa  Method  6010 

The  TCLP  leaching  was  done  by  BPA  Method  1311, 

The  waters  were  analysed  for  the  sane  metals  on  a  total  basis,  icp  was  also  used. 


Ill,  Quality  Control 

4 

Immediately  following  the  analytical  data  for  the  samples  can  be  found  the  QA/QC 
information  that  pertains  to  these  oamples.  The  purpose  ot  this  information  is  to 
demonstrate  that  tha  data  enclosed  is  scientifically  valid  and  defensible.  This 
qa/qc  data  ie  used  to  aeeess  the  laboratory's  performance  during  the  analysis 
of  ths  samples  it  accompanies.  All  quantitations  woro  performed  from  within  the 
calibrated  range  of  the  analytical  instrument. 


Matrix  spikes  wsrs  performed  for  each  of  the  tclp  analyses,  The  recoveries  are 
presented  with  the  sample  results. 


Client:  OSATKAKA 
Work  order:  11-04-063 
10406502 


RAKAimCJU  SERVICES 
dNOMNAn,  OH 


Analytical  Result* ,  nvj/L 


Client  Sample  IP 

Lab  no. 

Cadmium 

chromium 

Lead 

zinc 

Solid  #  FBK-1 

01 

0.2S 

0.021 

3.4 

0.47 

MS« 

94.2 

106 

99.5 

93.0 

Solid  #  FSM-2 

02 

0.23 

0.052 

5.2 

0.43 

KSt 

A 

96.5 

109 

96.9 

96.5 

Solid  #  FBM-3 

03 

0.41 

0.30 

7.3 

0.30 

KSt 

i 

90.4 

104 

94.5 

33.7 

Solid  #  FBM-4 

04 

0.47 

0.20 

8.2 

0.67 

MSI 

93.1 

105 

92.6 

86,6 

A-l  Aeh 

05 

1.1 

0.010 

44 

2.8 

MS% 

92.4 

105 

101 

B9 

s-1  Steel  Shotblast  Media 

06 

2.7 

ND 

ND 

180 

KSt 

76.7 

102 

83.7 

(1) 

#1  Virgin  Bed  Material 

07 

0.006 

0.050 

ND 

0.17 

HSt 

90.6 

103 

92.7 

84.2 

Water  #1  Quench  Outlet 

03 

0.007 

0.045 

0.21 

0.18 

Water  #2  Lead  FBP* 

09 

0.003 

0.013 

ND 

0.15 

Water  #3  Inlet  K20 

10 

ND 

ND 

ND 

0.12 

Water  #  4  fbp* 

11 

»r 

0.022 

ND 

0. 1  i 

Quench  Outlet 

water  #  5  FBPa 

1  ^ 

0.003 

0.020 

ND 

0.10 

Quench  Outlet 

Detection  Limit 

0.002 

0.CP  ' 

0.. 

(1)  inappropriate  spike  level 


worn  oroeri  ju-oe-aos 
10406504 


ITAMAimCAtSntVICSS 
CMONNAn.  OH 


Quality  Assurance 


Analyte 


cadmium 

Chromium 

Lead 

Zinc 


Data 


Quality  Control 
Standard  Reference  Solution 


Theoretical 

Percent 

Value*  mg/L 

Recovery 

1 

96.9/  96,3,  94.8, 

1 

91,9,  97.1, .48.0, 

2 

97.9,  96, 5,  99.6, 

1 

95.1,  93.6,  97.7, 

94.4 

98.0 

96,6 

96.9 


ED 


INTERNATIONAL 
TECHNOLOGY 
CORPORATION 


ANALYTICAL 

SERVICES 

CERTIFICATE  OF  ANALYSIS 


IT  Corporation 

1133  2 1st.  Street  NW,  Suite  500 
Washington,  DC  20036 

Attn i  Mr.  Duane  Parker 


Job  Number  21341 


Dates  May  17,  1991 


P.O.  Number  805625 


This  ia  the  Certificate  of  Analyaie  for  the  following  samples t 


Client  Project  IDs 
Date  Received i 
Work  Orders 
Number  of  Samples s 
Sample  Types 


Introduction 


USATHAMA 
April  9,  1991 
Xl-05-027 
5 

waste 


Five  waste  samples  arrived  at  ITAS  Cincinnati  on  April  9,  1991.  The  samples 
were  sent  for  analytical  work  in  support  of  monitoring  work  on  the  USATHAMA 
Project.  The  samples  are  labeled  as  followss 

FBM-1  FBM-3 
FBM-2  FBM-4 
#1  Virgin  Bad  Material 

II.  Analytical  Results/Methodology 

The  analytical  results  for  this  report  are  presented  by  analytical  test.  Each  sat  of 
data  will  include  sample  identification  information,  the  analytical  results,  and  the 
appropriate  detection  limits. 

The  analyses  requested  are  listed  on  the  following  page. 


Reviewed  and  Approved  byi 


/  stV* 

Timothy  Sc&ard 
Project  Manager 
105027 


Ariiuncun  Council  of  Independent  Laboratories 
International  Association  ol  Environmental  Testing  Laboratories 
American  Association  lor  Laboratory  Accreditation 


IT  Analytical  Services  •  11499  Chester  Road  •  Cincinnati,  OH  46246  •  5 13-76 2-4600 


I 

I 


Client  > 
Work  Orders 
10502703 


USATHAMA 

Xl-05-027 


IT  ANALYTICAL  SERVICES 
CINCINNATI,  OH 


Analytical  Results,  ug/g 


Client  Sample  ID 

FBM-1 

FBM-2 

F3M-3 

FBM-4 

#1  Virgin 

Bed  Material 

Lab  No .  , 

01 

02 

03 

04 

07 

Detection 

Analyte 

Limit 

Cadmium 

S.4 

6.4 

9.2 

11 

0.28 

0.2 

Chromium 

6.8 

5.3 

19 

37 

3,0 

0.3 

Lead 

60 

77 

200 

260 

ND 

6 

ZinO 

7.9 

9.2 

11 

18 

ND 

0.5 

ND  m  Not  detected 

above  the 

reported 

detection 

limit 

Quality  Assurance  Data 


Quality  Control 
Standard  Reference  Solutions 


Theoretical 

Percent 

Analyte 

Value 

Recover 

Cadmium 

1 

95.9 

Chromium 

1 

99.1 

Lead 

2 

99.8 

Zinc 

1 

82.4 

Client!  USATHAMA 

Work  Orderi  Xl-05-027 

10502701  IT  ANALYTICAL  SERVICES 

CINCINNATI,  OH 


II.  Analytical  Resulta/Methodology  (cont.) 

*  Cadmium,  Chromium,  Lead  and  Zino  by  Inductively 
Coupled  Plasma  Spectroscopy;  EPA  Method  6010 


III.  Quality  Control 

Immediately  following  the  analytical  data  for  the  samples  can  be  found  the  QA/QC 
information  that  pertains  to  these  samples.  The  purpose  of  this  information  is  to 
demonstrate  that  the  data  enclosed  is  scientifically  valid  and  defensible.  This 
QA/QC  data  is  used  to  assess  the  laboratory's  performance  during  the  analysis 
of  the  samples  it  accompanies.  All  quantitations  were  performed  from  within  the 
calibrated  range  of  the  analytical  instrument. 


ANALYTICAL 

SERVICES 

CERTIFICATE  OF  ANALYSIS 


IT  Corporation 

1133  21st.  Straat  NW,  Suit*  500 
Washington^  DC  20036 

Attm  Mr.  Duan*  Parker 


Job  Number  21421 


Date:  May  17,  1991 


P.O.  Number  JTS  #  816006 


This  is  the  Certificate  of  Analysis  for  the  following  samplest 


Client  Project  IDi 
Date  Received « 
Work  Order i 
Number  of  Samplest 
Sample  Typet 


I.  Introduction 


USATHAMA  Project 
May  8;  1991 
Xl-05-056 
3 

Solid 


Three  solid  samples  arrived  at  1TAS  Cincinnati  on  May  8,  1991.  The  samples 
were  sent  far  analytical  work  in  support  of  monitoring  work  on  the  USATHAMA 
Project.  The  samples  were  labeled  as  follows t 


Solid  #  SC-l 


Solid  #  SC-2 


Solid  #  SC-4 


II.  Analytical  Results /Methodology  f 

The  analytical  results  for  this  report  are  presented  by  analytical  te'st.  Each  set  of 
data  will  include  sample  identification  information,  the  analytical  results,  and  ths 

appropriate  detection  limits.  / 

/ 

/ 

The  analyses  requested  are  listed  on  the  following  page.  / 


Reviewed  and  Approved  byt 


Tim  Sowar d 
Project  Manager 
105056 


American  Council  ol  Independent  Laboratories 
International  Association  nt  Environmental  Testing  Laboratories 
American  Association  lor  Laboratory  Accreditation 


IT  Analytical  Services  •  11499  Chester  Road  •  Cincinnati,  OH  45246  •  513-752-4600 


IT  USATHAMA 
Xl-05-056 


Client < 

Work  Order t 
10505601 


IT  ANALYTICAL  SERVICES 
CINCINNATI,  OK 


/ 


/ 


IX.  Analytical  Results/Methodology  (cont.) 

*  Cadmium,  Chromium,  Lead  and  Zinc  by  Inductively 
Coup].d  Plasma  Spectroscopy;  EPA  Method  6010 

*  Total  sample  weight  before  analysis 


III.  Quality  Control 

Immediately  following  the  analytical  data  for  the  samples  can  be  found  the  QA/QC 
information  that  portains  to  these  samples.  The  purpose  of  this  information  is  to 
demonstrate  that  the  data  enclosed  is  scientifically  valid  and  defensible.  This 
QA/QC  data  is  used  to  assess  the  laboratory's  performance  during  the  analysis 
of  the  samples  it  accompanies.  All  quantitations  were  performed  from  within  the 
calibrated  range  of  the  analytical  instrument. 


Client*  IT  USATHAMA 

Work  Order:  Xl-05-056 

10505602  IT  ANALYTICAL  SERVICES 

CINCINNATI,  OH 


Analytical  Results 

Client  Sample 

ID 

Solid  # 

Solid  # 

Solid  # 

SC-1 

SC-2  . 

SC-4 

Lab  No. 

01 

02 

03 

Detection 

Analyte 

Units 

Limit 

Cadmium 

ug/g 

600 

630 

900 

0.2 

Chromium 

ug/g 

15,000 

21,000 

30,000 

0.3 

Lead 

ug/g 

86,000 

120,000 

170,000 

6 

Zinc 

ug/g 

790 

1,000 

2,000 

0.5 

Total 

Sample  Weight 

g 

11 

0.93 

0.26 

Quality  Control 

Standard  Reference  Solution 

Theoretical 

Percent 

Analyte 

Value 

Recovery 

Cadmium 

1 

101 

Chromium 

1 

104 

Lead 

2 

98.3 

Zinc 

1 

96.4 

I 

I  Table  2-2 

■  Summary  of  Flue  Gas  Conditions 

at  the  Afternburner  Outlet 

B  April  4,  1991 


Volumetnc  Flow  Composition 

Rate  % 


Run  No. 

— Time — 

(24- h) 

acfma 

dscfm^ 

Moisture 

% 

02 

C02 

mm* 

mam 

HH 

HI WtilUMMt 

19.1 

■MU 

mom 

i&mam 

mom 

Wk±£M 

251 

19.3 

mum 

k mzsM 

wmawM 

mzm 

27T 

wmxm 

■KMi 

Hi 

aafcm  =  Actual  cubic  feet  per  minute 

bdscfm  =  Dry  standard  cubic  feet  per  minute.  Standard  conditons  are  68*F,  29.92  in  Hg, 
and  zero  percent  moisture. 


Table  2-5 

Summary  of  Particulate  and 
Metals  Emissions  at  the  Afterburner  Outlet 
April  4,  1991 
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CONSULTING;  ULTRAMICROANALYSIS  •  MICROSCOPY  •  SMALL  PARTICLE  PROBLEMS  •  SOLID-STATE  CHEMISTRY 


7  June  1991 


Dr.  Duane  Parker 
Senior  Chemist 
IT  Corporation 
11499  Chester  Road 
Cincinnati,  OH  45246 


Dear  Dr.  Parker: 


This  report  summarizes  the  results  of  our  electron  microprobe  analysis  of  the  two 
samples  we  received  in  May.  This  work  will  be  billed  under  your  purchase  order  number 


41683. 


The  first  sample  arrived  on  8  May  1991.  It  was  a  small  quantity  of  deposits  in  a  glass 
bottle.  The  second  sample  arrived  two  weeks  later  and  was  labelled  "Test  Panel 
Fluidized  Bed  Paint,  Stripping  Oven  Letterkenny  Army  Depot,  Cadmium  Plating  Effects". 


SAMPLES 

The  samples  were  examined  both  visually  and  with  a  stereomicroscope.  The  first  sample 
had  a  lot  of  metallic  and  a  few  non-metallic  particles  of  various  sizes.  Figure  1  is  a 
photomicrograph  of  all  the  particles.  As  you  can  see,  most  of  them  are  yellow  metallic 
fragments  (scrapings).  We  selected  a  few  metallic  particles  for  analysis  and  also  placed  a 
sample  of  the  bulk  of  the  particles  on  a  beryllium  substrate  for  electron  microprobe 
analysis. 

The  second  sample  was  a  corroded  metal  plate  which  had  areas  of  dark  brown  and  gray 
discoloration.  We  scraped  a  small  quantity  of  the  deposits  from  both  area  and  mounted 
them  on  the  substrate  for  analysis. 

ANALYSIS 

Electron  microprobe  analysis  of  the  particles  from  the  first  sample  identified  the  metallic 
particles  as  cadmium  metallic.  Cadmium  oxide  was  present  only  as  a  thin  yellow  stain  on 
the  surface.  Besides  cadmium  particles  there  were  a  number  of  stainless  steel  and 
occasional  iron  oxide  particles.  A  number  of  iron  oxide  and  some  of  the  cadmium 
particles  were  corroded  heavily  with  chlorine.  The  chlorine  level  in  the  particles  was 
variable,  ranging  from  pure  metallic  particles  to  low  chlorine  compounds  to  pure  iron 
chloride  particles.  Chlorine  seemed  to  be  associated  mostly  with  iron  and  chromium. 
Table  II  summarizes  the  results  of  our  analysis  of  the  samples  of  small  particles. 
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The  scrapings  from  the  second  sample,  the  corroded  panel,  were  also  analyzed.  The 
scrapings  were  again  identified  as  a  corrosion  products  of  iron,  chromium  and  cadmium. 
Very  few  metallic  particles  were  identified  in  this  sample.  The  scrapings  consists  of 
cadmium  oxide,  cadmium  chloride,  iron  oxide  and  iron  chloride  particles.  Again,  the 
analysis  of  the  scraping  from  the  second  sample  (Test  Panel)  are  shown  in  Table  II.  X- 
ray  micrographs  of  the  small  particles  from  Sample  1  are  shown  in  Figures  2  through  6. 
From  the  pictures  you  can  see  that  chlorine  is  associated  mostly  with  the  iron  while  the 
cadmium  is  mostly  metallic. 

The  results  were  given  to  you  by  telephone  immediately  following  our  analysis.  Thank 
you  for  consulting  McCrone  Associates,  Inc.  If  you  have  any  questions  concerning  this 
analysis,  please  do  not  hesitate  to  contact  me. 


Sincerely, 


Senior  Research  Associate 


JG;tbc 

Enclosure 

Ref:  MA20915;  P.O.  #41683 


TABLE  I 

Samples  for  Analysis 
IT  Corporation,  MA20915 


LABEL 

DESCRIPTION 

Lead  PN  3769-7 

Sample  No.  SC-3 

Scrapings  from  one  Ca  plate 

Steel  panle  #4,  Test  Run  #3,  on  4/4/91, 
scraped  on  4/25/91 

Glass  jar  with  small  particles,  mix  of 
metallic  particles,  rust  and  nonmetallic 

Test  Panel,  Fluidized  Bed  Paint,  Stripping 
Oven  Letterkenney  Army  Depot, 

Cadmium  Plating  Effects 

Heavily  corroded  metal  panel  in  a  plastic 
bag.  Red  and  gray  corrosion  deposits. 

TABLE  II 

Electron  Microprobe  Analysis  of  Two  Samples 
IT  Corporation,  MA20915 


SAMPLE 


Yellow  scrapings 
Sample  No.  SC-3 


Single  metal  particle 
Sample  No.  SC-3 


Letterkenney  A.D. 
Surface  Deposits 


Letterkenney  A.D. 
Dark  Deposits 


62.8 


99.0 


9.0  6.9  1.0  3.5 


Cr 

Cl 

S 

1.2 

10.3 

1.7 

ELEMENTS  %  BY  WEIGHT 


A1  Si  C  +  O 


bal 


bal 


1.5  bal 


48.1  0.2  12.0 


FIGURE  2. 

Scanning  electron  micrograph  of  the  small 
particles  shown  in  Figure  1.  Magnification  500X. 


I 

I 
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FIGURE  5. 

Chlorine  distribution  micrograph  for  the  particle  shown  in  Figure  2. 


FIGURE  6. 

Oxygen  distribution  micrograph  for  the  particle  shown  in  Figure  2. 
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FIGURE  7 

Scanning  electron  micrograph  of  the  surface 
of  the  corroded  test  panel.  Magnification  SOX. 
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TN-5500  McCRONE  RSSOCIRTES  THU  20-MRY-91  13105 

Cur*©M  0 . 380 KtV  «  1  ROI  CBG5  9.0201  9,260 
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McCRONE  RSSOCIRTES  THU  23-MHY-91  14»12 

Cuh«oM  0,000ktV  *  0  ROZ  <BG?  7,4201  7,600 


I 
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TN-5S00  MeCRONE  ASSOCIATES  THU  20 -MAY -91  13  HO 

CwhfoM  0,000K#V  *  0  ROI  CBG!>  9,020  9  9,2(30 


0,000  B-  3  VPS  ■  4096  20,480 

LETTERKENNY/JG/  SURFACE  DEPOSITS -DARK  AREAS  90 
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SEMI -QUANTITATIVE  ANALYSIS!  LETTERKENNY/J0/  SURFACE  DEPOSITS 
EL  NORM.  K-RATIO 

CD-L  0 .04012  +-  0.00741 
PB-M  0.04180  +-  0.00481 
AL-K  0.21072  +-  0.0083? 

FE-K  0.00494  +-  0.00238 
CR-K  0.0243?  ♦-  0.00405 
CL-K  0.02971  +  -  0.00310 
0  -K  0.00000  +  -  0.00000 


ZAK  ( 

No.  i 

CORRECT  I  ON 

3?  It*r*tlon»  0 

20.00 

KV 

35.00 

Dtgt 

— 

K 

CZ3 

CA] 

CF3 

C  ZAF3 

ATOM  .71 

WT.tf 

CD-L 

0.040 

1.203 

1  .079 

0.999 

1.294, 

1.97 

8.98 

PB-M 

8.042 

1 .341 

1  .072 

1  .008 

1  .438 

0.82 

4.92 

AL-K 

0.211 

1  .004 

1  .544 

0.997 

1.344 

34.23 

37.33  # 

FE-K 

0.007 

1  .094 

1  .037 

0 .998 

1  .131 

0.40 

0.91 

CR-K 

0.027 

1  .092 

1  .03? 

0.997 

1.153 

1 .47 

3.53 

CL-K 

0.030 

1  .012 

1  .349 

0.993 

1 .378 

3.32 

4.72 

Q  -K 

*  - 

0.043  0.933 

High  Abtorbunct 

4.308 

1  .000 

3 . 897 

37.38 

37.41  D  * 

STOICH  RESULTS 
CD  8 . 98 
PBO  7.44 
AL203  70.88 

FEO  1.17 
CRQ3  4.80 
CL  4.72 


SSQl 
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SEMI -QUANT I TAT I YE  ANALYSIS i  IT/JG/  YELLOW  SCRAPINGS 
EL  NORM.  K-RATIO 

CD-L  0.58866  +-  0.08377 
FE-K  0.07805  ♦-  0.00133 
CR-K  0.01134  +  -  0.00844 
CL-K  0.10384  +  -  0,00096 
S  -K  0.01649  ♦  -  0.00037 
AL-K  0.04601  ♦  -  0.00067 
SI  -K  0.00814  4--  0.00026 
0  -K  0.00000  +-  0.00000 


ZAF  CORRECTION 

No.  o-f  Iteration* 

4 

20.00 

KY 

55.00 

Dag« 

— 

K 

CZ1 

CA3 

CF  J 

CZAF3 

ATOM .X 

WT 

CD-L 

0.589 

1.084 

1 

.043 

0.999 

1.129 

30.00 

62.79 

FE-K 

0.078 

0.973 

1 

.080 

1.000 

1.051 

7.40 

7.74 

CR-K 

0.011 

0.976 

1 

.138 

0.992 

1.101 

1  .21 

1.18 

CL-K 

0.104 

0.915 

1 

.197 

0.963 

1  .055 

15.81 

10.34 

S  -K 

0.016 

0.887 

1 

.280 

0.972 

1.103 

2.87 

1,72 

AL-K 

0.046 

0.912 

1 

.862 

0.993 

1.689 

14.54 

7.34  * 

SI  -K 

0.008 

0.881 

1 

.646 

0.991 

1.437 

2.11 

1.11  a 

0  -K 
a  - 

0.005  0.847  18 

High  Abftorbanc* 

.581 

1.000 

15.734 

26.04 

7.79  D  * 

STOICH  RESULTS 
CD  62.79 
FE  7.74 
CR  1.18 
CL  10,34 
S  1.72 
AL203  13.86 

SI  02  2.37 

SSQi 
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SEMI -QUANTITATIVE  ANALYSISi  IT/ JO/  SAMPLE  No.  SC-3. -SINGLE  PARTICLE 
EL  NORM.  K-RATIO 

CO-L  0.9999?  ♦-  0.0S148 
CL-K-0. 00000  ♦-  0.00000 


ZAP  CORRECTION  20.00  K V  55.00  D*g« 


No.  of 

I  ter t 

t  i  on* 

0 

•  mt  am 

K 

C  Z  3 

CA3 

CD-L 

1 .000 

1.000 

1.000 

CL-K 

0.000 

0.845 

1.199 

#  -  Hioh  Ab»orb»nct 


CF3  CZAF3  ATOM.X  WT.K 
1.000  1.000  100.00  100.00 
0.937  0.950  0.00  0.00  0 


SSQ i  SET  SSQ 
SSQi 
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McCRONE  ASSOCIATES 

cur«oM  0,000k»v  ■  0 


ROI 


WED  15-MAV-91  12  »3? 

<0>  0.0001  0.000 


0 . 000  VFS  *  2048  10.240 

90  IT/JG/  SAMPLE  No.  SC-3. 


mccrone  associates,  inc 


McCRONE  ASSOCIATES 
Cur«oM  0,000 K#V  ■  0 


WED  13 -MAY -91  12«48 

R01  CBG5  4.7601  4,990 


_L__  yX  1  . 


0.000  VFS  •  1024  10.240 

23  IT/JG/  SAMPLE  No.  SC-3, -SINGLE  PARTICLE 
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McCRONE  ASSOCIATES  WED  13-MAY-91  13134 

CuraoM  0.000k«V  •  0  ROI  CBG)  4,7601  4.990 
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APPENDIX  C-2 


A 

CFM 

CFR 

CS 

DESCOM 

DP 

DR 

EBT 

EPA 

*F 

FBC 

FBM 

FBPS 

FCT 

ft3 

ft3 

Gal. 

gm 

gph 

gpm 

HEPA 

ITAQS 

rrAS 

ITEP 

IWTP 

JM 

kW 

lbs. 

LEAD 


LIST  OF  ACRONYMS  AND 
ABBREVIATIONS 

Temperature  Indicated  by  Afterburner  Thermocouple 

Cubic  Feet  Per  Minute 

Code  of  Federal  Regulations 

Caustic  Soda  Process 

U.S.  Army  Depot  Support  Command 

Duane  Parker  (IT) 

Dennis  Reed  (LEAD) 

Exhaust  Blower 

Environmental  Protection  Agency 
Degrees  Fahrenheit 

Fluid  Bed  Cooler/Quench  Fluidizer  Bed 

Fluidizer  Bed  Media 

Fluidized  Bed  Paint  Removal  Process, 

Fluidized  Bed  Paint  Stripper  System 

Afterburner  Fire  Chamber 
Square  Feet 

Cubic  Feet 

Gallons 

Grams 

Gallons  per  Hour 

Gallons  per  Minute 

High  Efficicnecy  Particulate  Absorber 

IT  Air  Quality  Services 

IT  Analytical  Services 

IT  Environmental  Programs,  Inc. 

Industrial  Water  Treatment  Plant 
John  Murphy  (IT) 

Kilowatt 

Pounds 

Letterkenny  Army  Depot 


MCL 

Maximum  Contaminant  Levels 

mg/hr 

Milligrams  per  Hour 

mg/L 

Miligrams  per  Liter 

mg/M3 

Miligrams  per  Cubic  Meter 

MP 

Michael  Paul  (Procedyne) 

MSB 

Molten  Salt  Bath 

NaOH 

Caustic  Soda 

ND 

Non-detectable 

OSHA 

Occupational  Safety  and  Health  Act 

PM 

Paul  Mraz  (IT) 

ppm 

Parts  per  Million 

PSI 

Pounds  per  Square  Inch 

PSIG 

Pounds  per  Square  Inch  Gauge 

R 

Rockwell  Hardness 

RJ 

Ronald  Jackson  (USATHAMA) 

RCRA 

Resource  Conservation  and  Recovery  Act 

RRAD 

Red  River  Army  Depot 

S 

Temperature  Measured  in  the  Exhaust  Stack  at  Sample  Point 

SCFH 

Standard  Cubic  Feet  per  Hour 

SCFM 

Standard  Cubic  Feet  per  Minute 

TCE 

Trichloroethane 

THC 

Total  Hydrocarbons 

TCLP 

Toxicity  Characteristic  Leaching  Procedure 

ug/gm 

Micrograms  per  Gram 

ug/M3 

Micrograms  per  Cubic  Meter 

USATHAMA 

U.S.  Army  Toxic  and  Hazardous  Materials  Agency 

voc 

Volatile  Organic  Constituent/Compound 

Wt.  % 

Weight  Percent 

